1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 


NO. G-84-06- 


GENERAL ORDINANCE NO. 


c- /7-/y 


AN ORDINANCE REPEALING CHAPTER 24 OF THE FORT WAYNE 

municipal code and substituting and enacting therefor 

A NFW CHAPTER 24 ENTITLED "SEWERS AND SEWERAGE SYSTEM 
FofTHE PURPOSE OF ADJUSTING RATES AND OTHER PROVISIONS 
SET FORTH THEREIN. 


WHEREAS, the Common Council now finds that the fees 
charged for services rendered by the Sewage Works owned and 
operated by the City of Fort Wayne are not sufficient to maintain 
the Sewage Works in the sound physical and financial condition 
necessary to render adequate and sufficient service and that 
said fees are not sufficient to pay all expenses to operate and 
maintain the Works; to pay interest charges on bonds or other 


obligations; to provide the sinking fund required for revenue 
bonds heretofore issued; to provide adequate money to be used 
as working capital; to provide adequate money for improving and 
replacing the Works; and to provide the amount of money suffi¬ 
cient to compensate the City for the property taxes that would 
be paid on the Sewage Works if the Sewage Works were privately 
owned; and, 

WHEREAS, certain terms and conditions incident to the 
rendering of efficient and non-discriminatory service to users 
of the Sewage Works should be amended and revised to reflect 

current operating conditions; and, 

WHEREAS, the City of Fort Wayne has been mandated by 
state and federal regulatory authorities to adopt and enforce 
pretreatment standards and requirements for certain of its 
contributing industrial users thereby causing in future periods 
a reduction in the strength and toxicity of effluent discharged 
to City sewers by said industrial users; 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 
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SECTION 1. That Chapter 24 of the Municipal Code of 
the City of Fort Wayne, Indiana, as presently enacted, is 
repealed in its entirety and substituted therefor shall be an 
amended and revised Chapter 24 as attached hereto and made a 
part of this Ordinance. 

SECTION 2. That this Ordinance be adopted after a 
public hearing has been held pursuant to I.C. 36-9-23-26 and 
duly published notice thereof pursuant to I.C. 5-3-1. 

SECTION 3. That in addition to the "Annual Review of 
Service Charges" prescribed in Sec. 24-35 of Chapter 24 that 
the Sewage Works undertake a study of strength of waste discharge: 
of its contributing industrial users for a period of one (1) 
year commencing July 1, 1984 for the purpose of establishing 
pretreatment credits which may be applicable to said industrial 
users. A schedule of pretreatment rate credits, if deemed to 
be justified in accordance with Sec. 24-35a of Chapter 24 will 
be presented for consideration to the Common Council no later 
than 90 days after June 30, 1985. 

SECTION 4. That this Ordinance shall be in full force 
and effect upon passage and approval by the Mayor. 


COUNCILMAN 

APPROVED^ TO FORM AND LEGALITY 
THIS 2-^ DAY 0F J —- - i 1984. 

Boxberg^r^cTt^^ttorney 
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CHAPTER 24 


SEWERS AND SEWERAGE SYSTEM 


Article I. General 


Sec. 24-1. Definitions. 

Unless the context specifically indicates otherwise, the meanings of the 

following terms as used in this Chapter and as used in the rules and 

regulations adopted by the Board of Public Works implementing the provi¬ 
sions of this Chapter are as set out below respectively: 

“101. "Act": the Federal Water Pollution Control Act, also 

known as "The Clean Water Act," as amended, 33 U.S.C. 

466, as referred to at I.C. 13-1-4-1. 

"102. "Applicable Pretreatment Standards" - Any pretreatment 

limit or prohibitive standard (Federal, State, and/or 
Local) contained in the ordinance and considered to be 
the more restrictive with which non-domestic users shall 
be required to comply. 

-103. "Biochemical Oxygen Demand (BOD)" - the quantity of 

dissolved oxygen, in milligrams per liter, required 
during the stabilization of the decomposable organic 
matter by aerobic biochemical action of sewage, sewage 
effluent, polluted waters, or industrial wastes under 
standard laboratory procedures for five days at 20° 
centigrade. The laboratory determinations shall be made 
in accordance with procedures set forth in "Standard 
Methods" (see paragraph 138 below). 

“104. "Building (or House) Drain": that part of the lowest 

horizontal piping of a building drainage system that 
receives the discharge from soil, waste, or other 
drainage pipes inside the walls of the building and 
conveys it to a point outside the foundation wall of the 
building. 

-105. "Building (or House) Drain Connection": the point where 

the Building (or House) sewer is connected to the build¬ 
ing drain at a location approximately three (3) feet 
outside the foundation wall of the building. 

-106. "Building (or House) Sewer" - the pipe which is connected 

to the Building (or House) drain at a point 3± feet 
outside the foundation wall of the building and which 
conveys the building's discharge from that point to the 
public sewer or other place of disposal. 

-107. "Building (or House) Sewer Connection" - the point where 

the building sewer is connected to the public sewer. 

This connection to the public sewer may be accomplished 
as follows: 






108. 

109. 


110 . 

111 . 


107.1 Where a tap-in connection is employed, the point 
of connection shall be where the end of the build¬ 
ing sewer meets the inside face of the sewage 
system and the tapping "saddle and/or joint" shall 
be considered part of the building sewer. 

107.2 Where fittings (T's or Y's) are employed the 
connection shall be where the end of the first 
pipe meets the end of the fitting and the said T 
or Y fitting shall be considered a part of the 
building sewer. 

"Bulk Waste" - any containerized solid, liquid or gaseous 
substance discarded or to be discarded as worthless, 
defective, or of no use to the person discarding said 
substance. 

"Chemical Oxygen Demand (COD)" - a measure of the oxygen 
equivalent to that portion of the organic matter in a 
sample of sewage, sewage effluent, polluted waters, or 
industrial wastes that is susceptible to oxidation by a 
strong chemical oxidant. The laboratory determinations 
shall be made in accordance with procedures set forth in 
"Standard Methods." 

"City" - the City of Fort Wayne, Indiana. 

"Classification of Users" 

111.1 "Domestic Class User" - a user discharging only 
normal domestic sewage, as herein defined, into 
the system. 

111.2 "Commercial Class User" - a user falling within 
Division G of the "Standard Industrial Classifica¬ 
tion Manual," 1972, United States Office of 
Management and Budget as currently amended and 
supplemented. A copy is on file in the Office of 
the Supervisor of Industrial Waste Control. 

111.3 "Industrial Class User" - a user falling within 
Divisions A, B, D, E, or I of the "Standard Indus¬ 
trial Classification Manual," 1972, United States 
Office of Management and Budget, as currently 
amended and supplemented. A copy is on file in 
the Office of the Supervisor of Industrial Waste 
Control. A user described in the divisions listed 
herein may be excluded if it is determined, by the 
City, that such user will introduce primarily 
segregated domestic waste or waste from sanitary 
conveniences. Users not listed therein may be 
included in this class of customer because of the 
production of excess strength of waste or toxics 
in excess of limits described hereinafter. 
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-112. "Dwelling": a building, or a portion thereof, under one 

roof used primarily as the abode of one or more persons, 
but not including hotels, motels, lodging or boarding 
houses or tourist homes. 

-113. "Effluent" - the water, together with any wastes that may 

be present, flowing out of a drain, sewer receptacle or 
outlet. 

-114. "Emergency" - an unforeseen circumstance or combination 

of circumstances that may cause an eminent endangerment 
to the health and/or welfare of persons, the environment, 
or which may interfere with the operation of the sewer 
collection system or the Water Pollution Control Plant. 

-115. "Garbage" - any solid wastes from the preparation, cook¬ 

ing, or dispensing of food or from the handling, storage 
or sale of produce. 

-116. "Ground Garbage" - garbage that is shredded to such a 

degree that all particles will be carried freely in 
suspension under the conditions normally prevailing in 
public sewers, with no particle being greater than one- 
half (Jg) inch in any dimension. 

-117. "Industrial Wastes" - any solid, liquid or gaseous sub¬ 

stance, or form of energy discharged, permitted to flow 
or escape from an industrial, manufacturing, commercial 
or business operation or process from the development, 
recovery or processing of any natural resource carried on 
by any person. 

-118. "Influent" - the water, together with any wastes that may 

be present, flowing into a drain, sewer, receptacle or 
outlet. 

-119. "Major Industrial User" - a user of the City-owned treat¬ 
ment works that: (a) has a flow of 50,000 gallons of 

water or more per average work day; (b) has a flow of 
waste greater than 5% of the flow carried by any part of 
the City system receiving the waste; (c) has in its 
waste, a toxic pollutant in amounts as defined in stand¬ 
ards issued under Section 307 (a) of the Federal Act; or 
(d) is found by the Indiana Stream Pollution Control 
Board, in connection with the issuance of the NPDES 
Permit to the City-owned treatment works receiving the 
waste, to have significant impact whether singularly or 
in combination with other contributing industries, on 
that treatment works or upon the quality of effluent from 
that treatment works. 

-120. "Normal Domestic Sewage" - sewage having an average daily 

suspended solids concentration of not more than 300 
milligrams per liter, an average daily BOD concentration 
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- 121 . 


- 122 . 


-123. 


-124. 


-125. 


-126. 


-127. 


-128. 


-129. 


of not more than 300 milligrams per liter, and an average 
daily phosphorus concentration of not more than 10 milli¬ 
grams per liter. 

"NPDES Permit" - the National Pollutant Discharge 
Elimination System Permit issued by the Indiana Stream 
Pollution Control Board for discharges of waste waters to 
navigable waters of the United States pursuant to Section 
402 of 33 U.S.C. 466. 

"Operation and Maintenance Costs" - all costs direct and 
indirect, other than debt services including replacement 
costs as defined in paragraph 128, necessary to insure 
adequate wastewater treatment on a continuing basis 
conforming with federal, state or local requirements, and 
to insure long-term facilities management. 

"Outlet" - any outlet, natural or constructed, which is 
the point of final discharge of sewage or of treatment 
plant effluent into any watercourse, pond, ditch, lake or 
other body of surface or ground water. 

"Person" - any individual, firm, partnership, company, 
municipal or private corporation, commercial establish¬ 
ment, association, society, institution, enterprise, 
governmental agency or other legal unit or entity. 

"pH" - the logarithm (to the base 10) of the reciprocal 
of the hydrogen ion concentration of a solution expressed 
in gram-atoms per liter of solution. 

"Pollutants" - 

126.1 "Compatible Pollutants" - waste containing bio¬ 
chemical oxygen demand, chemical oxygen demand, 
suspended solids, phosphorus, pH, and fecal con¬ 
form bacteria. 

126.2 "Incompatible Pollutants" - wastes with any pollu¬ 
tant that is not a compatible pollutant such as 
"slug load" that would cause damage to the sewage 
system and/or treatment plant. 

"Receiving Stream" - the watercourse, stream or body of 
water receiving the waters finally discharged from the 
sewage treatment plant. 

"Replacement Cost" - that cost, stated in current mone¬ 
tary values, as an operating cost which represents and 
measures the day-to-day consumption and attrition of 
physical assets in rendering service to users. 

"Sanitary Sewage" - sewage discharged from the sanitary 
conveniences of dwellings, apartment houses, condomin¬ 
iums, motels, hotels, lodging or boarding houses, office 
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-130. 


-131. 


-132. 


-133. 


-134. 


-135. 


-136. 


buildings, factories or institutions and free from storm 
waters, surface water and industrial wastes. 

Service Charge" - the basic assessment levied on all 
users of the public sewerage system for wastes which do 
not exceed in strength the concentration values above 
which a strength-of-waste surcharge will be made. 

"Sewage" - the water-carried wastes from residences, 
business buildings, institutions and industrial 
establishments, singular or in any combination, together 
with such ground, surface, and storm waters as mav be 
present. 

"Sewage Treatment Plant" or "Water Pollution Control 
Plant - the arrangement of devices, structures and 
equipment used for treating and disposing of sewage and 
sludge. 

"Sewage Utility" or "Water Pollution Control Works" - all 
facilities and systems for collecting, transporting, 
pumping, treating, disposing of sewage and sludge, 
including the sewerage collection system and the sewage 
treatment plant, whether or not in active use. 

"Sewer" - a pipe or conduit for carrying sewage and other 
waste liquids as differentiated below: 

134.1 "Combined or Combination Sewer" - a sewer which 
carries storm, surface, and groundwater runoff as 
well as sewage. 

134.2 "Public Sewer" - a sewer to the use of which all 
owners of abutting property have equal rights and 
is controlled and maintained by the City or other 
public authority. 

134.3 "Sanitary Sewer" - a sewer which carries sanitary 
sewage and to which storm, surface, groundwaters 
and unpolluted industrial waste waters are not 
intentionally admitted. 

134.4 "Storm Sewer" - a sewer which carries storm, 
surface and groundwater drainage but excludes 
sanitary sewage. 

"Sewer Engineer" - the Chief Sewer Engineer of the City 
or his duly authorized representative; the term is 
synonymous with the term "Water Pollution Control 
Engineer." 

Sewerage System" - the network of sewers and appur¬ 
tenances used for collecting, transporting and pumping 
sewage to the Sewage Treatment Plant. 
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-137. 


-138. 


-139. 


-140. 


-141. 


-142. 


-143. 


"Shall" means mandatory; "may" means permissible. 

"Standard Methods" - the examination and analytical 
procedures set forth in the most recent edition of 
"Standard Methods for the Examination of Water and Waste- 
water," published jointly by the American Water Works 
Association and the Water Pollution Control Federation, a 
copy of which is on file in the Office of the Superin¬ 
tendent of the Waste Water Pollution Control Plant. 

"Strength-of-Waste Surcharge" - the additional charges 
for sewage service collected from users discharging 
sewage into the system having a strength measurement in 
excess of the limits imposed by the provisions of this 
Chapter. 

"Superintendent" - the Superintendent of the Sewage 
Treatment Plant (Water Pollution Control Plant) of the 
City, or his duly authorized representative. 

"Suspended Solids" - solids which either float on the 
surface of or are in suspension in water, sewage or other 
liquid and which are removable by laboratory filtration. 
Their concentration is expressed in milligrams per liter. 
Quantitative determinations are made in accordance with 
procedures set forth in "Standard Methods." 

"Waste Surveillance Charge" - a monthly charge collected 
from users, qualifying as industrial or commercial class 
users, to defray the cost of evaluating that user's waste 
by metering, sampling, laboratory analysis, and/or other 
methods deemed necessary. Said charges are set forth in 
Article VII and are subject to review annually as 
provided in Section 24-39. 

"Watercourse" - a channel in which a flow of water occurs 
either continuously or intermittently. 


Sec. 24-2. Rules and Regulations-Board of Works Authority. 

The Board of Public Works of the City shall, in accordance with the 
Statutes of the State of Indiana, and subject to the provisions and 
requirements of this Chapter, make and enforce appropriate rules and 
regulations for the safe, economical and efficient management and operation 
of the City's Sewage Utility, for the construction and use of sewers, 
building sewers, appurtenances, and connections to the sewerage system; for 
the regulation, collection, and refunding of rates and charges for sewerage 
service; and for the implementation of the provisions of this chapter. 
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Sec. 24-3. 


Requirements for Connection to Public Sewers^ 

-1 No owner or occupant of any real property shall 

tap or drain either directly or indirectly into 
any public sewer until a sewer tap permit has been 
obtained from the City and until owner has 
satisfied the obligation to pay all assessments, 
reimbursements and pro rata shares of sewer exten¬ 
sion costs laid against that property for public 
sewers which serve it. A sewer tap permit given 
in error shall not operate to nullify any such 
obligation that has been duly recorded nor estop 
the City from charging and collecting such costs 
at any subsequent time. 

-2 Notwithstanding the foregoing, the Utility may, in 

accordance with policies and procedures adopted by 
the Board of Public Works from time to time, 
permit an owner or occupant to tap or drain into a 
public sewer and to defer, in whole or in part, 
payment of the obligation, upon the execution and 
delivery to the Utility of a note, mortgage, lien 
document or other evidence of obligation accept¬ 
able to the Utility. 

-3 All such deferred obligations shall be considered 

for the purposes of Indiana Code Sections 
36-9-23-31 through 36-9-23-34 to be fees assessed 
against real property. 

-4 Installments of deferred obligations, including 

any finance charges or interest chargeable 
thereon, shall be deemed to be "charges for 
sewerage service" for the purposes of Articles 
VIII and IX of this Ordinance. 

-5 Sewer tap permits shall be obtained from the 

City’s New Water and Sewer Permit Office and shall 
he issued only to licensed sewer tap contractors, 
who shall pay to the Sewage Utility a fee of fi y 
dollars ($50.00) for each sewer tap permit for 
standard six-inch service, a fee of ninety dollars 

($90.00) for each sewer tap permit for a special 

six-inch service (such as a sewer tap into J 

collection system manhole) and a fee ° y 

dollars ($90.00) for each sewer tap P e ™ xt 
sewer service larger than six-inches. e 
mentioned charges will apply to similar typM^ 
taps into the City storm sewer system. Not later 
than 48 hours after making each sewer tap and 
building of the sewer installation, the tap 
contractor or property owner shall notify the New 
Water and Sewer Permit Office of such connections 
so that an inspection may be made by the Utility 
prior to backfilling the said sewer installation. 
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No person shall connect any roof downspout, 
exterior foundation drain, or other source of 
surface runoff or groundwater to a building sewer 
or building drain which is connected either 
directly or indirectly to a sanitary sewer of the 
City. 

The Board of Public Works shall have the authority 
to require an owner of real property to disconnect 
any downspouts, yard drains, or other drains which 
carry the runoff of natural precipitation from a 
building sewer which drains into a sanitary sewer. 
Property owners shall have thirty (30) days after 
notice thereof to comply with any such require¬ 
ment. 


A new connection may be made to a City sewer or 
sewers connected to the City system only after 
there has been adequate assurance by the City that 
the downstream facilities of the sewage works have 
adequate capacity to transmit and treat the new 
waste loadings. 

No person shall make use of a sewer tap or back¬ 
fill or otherwise conceal a sewer installation 
unless and until the same has been inspected and 
approved by the Utility. In addition to all other 
remedies, the Utility may cause the said installa¬ 
tion of sewer tap to be excavated and exposed, may 
terminate the connection, and may require the 
owner or occupant to pay or reimburse the Utility 
for its costs and expenses in such excavation, 
exposure, termination, reconnection and restora¬ 
tion. Such costs and expenses shall be considered 
as charges for sewerage treatment services and may 
be collected in accordance with the provisions of 
Indiana Code 36-9-23-31 through 36-9-23-34 and 
Article IX of this Chapter. 


Sec. 24-4. Extensions of Sewers Outside Corporate Limits. 

The installation, construction, or extension of sanitary sewers by private 
developers or by the City outside the corporate limits of the City and the 
connection of said sanitary sewers into the City's sewage system from, by, 
to, or for properties located outside such limits is prohibited, except 
with the approval of the Board of Public Works by duly enacted resolution, 
provided that a resolution ratifying an agreement and/or contract for such 
construction and connection, shall be deemed to constitute such approval. 

Sec. 24-5. Connections to Sewerage System by Certain Out-of-City 
Properties. 


Notwithstanding the provisions of Sec. 24-4, the Board of Public Works 
shall have the authority to permit a property located outside the corporate 
limits of the City to connect to an existing sanitary sewer which is part 





of the City's sewerage system, when the property abuts, adjoins, or is 
immediately contiguous to the street, alley, or easement in which such 
sewer is located and provided the property owner or occupant has complied 
with the requirements prescribed by Sec. 24-3 of this Chapter. 

Sec. 24-6. Enforcement 

The provisions of this Chapter shall be enforced by the Superintendent of 
the Water Pollution Control Plant and such deputies as he, with the 
approval of the Board of Public Works, may appoint for such purposes. 
Whenever said Superintendent or any such deputy shall deem it appropriate 
to charge a landowner with a violation(s) of this Chapter, he shall issue 
to such landowner a Notice of Violation, and/or Summons, which shall be 
processed according to the provisions of Indiana Code (34-4-32-1). 

Sec. 24-7. Penalty for Violations 

Any landowner, firm or corporation who violates or fails to comply with any 
provision of this Chapter or of the Rules and Regulations of the Board of 
Public Works pertaining thereto, shall be deemed to have committed a Class 
B infraction and upon conviction thereof be subject to a fine of up to 
$1000.00 per infraction as provided by Indiana Code 34-4-32-4. Each day 
that such violation(s) or noncompliance continues shall constitute a 
separate offense. 

Sec. 24-8. Damage to City Property Prohibited. 

It shall be unlawful for any unauthorized person, firm, or corporation to 
maliciously, willfully, or negligently break, damage, destroy, remove, 
deface, or tamper with any structure, appurtenance, or equipment which is 
part of the City sewage system or belongs to the Water Pollution Control 
Plant of the City. 

Sec. 24-9 Dilution 

It shall be unlawful for any person, firm, or corporation to increase the 
use of potable water or process water in any way, or mix separate waste- 
streams for the purpose of diluting a discharge as a partial or complete 
substitute for adequate treatment to achieve compliance with applicable 
standards. 

Sec. 24-10 Accidental Discharges 

-1 Each discharger must provide protection from accidental 
discharge of prohibited or regulated materials or 
substances to sewers of the City of Port Wayne. Where 
necessary, procedures and facilities to prevent the 
accidental discharge of prohibited materials must be 
provided and maintained at the discharger’s expense. 
Detailed plans showing facilities and operating proce¬ 
dures to provide this protection shall be submitted to 
the City for review, and be approved by the City before 
construction of the facility. Review and approval of 
plans and operating procedures by the City shall not 
relieve the discharger from the responsibility to 
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modify its facility as necessary to meet applicable 
federal, state and local requirements. 

Dischargers shall notify the Superintendent of the 
Water Pollution Control Plant, or his representative, 
immediately when a "slug load" or accidental discharge 
occurs. A written report shall be submitted within 
five (5) days of incident. The notification must 
include the location of the discharge, date and time of 
occurrence, type of waste, concentration and volume, 
and corrective actions taken. Any industrial user who 
discharges a "slug load" of prohibited materials will 
be liable for any expense, including loss or damage to 
the Water Pollution Control Utility sewerage system in 
addition to the amount of any fines imposed upon the 
City under state or federal law. 

Signs must be permanently posted in conspicuous places 
on the discharger’s premises, advising employees whom 
to call in the event of an accidental discharge. 
Employers shall instruct all employees who may cause or 
discover such a discharge as to the emergency notifica¬ 
tion procedures. 


Article II - Permitted Commercial and Industrial Wastes 


Sec. 24-11. Prior Approval for Certain Wastes. 


Review and acceptance by the Superintendent shall be 
discharge into the public sewers by any commercial 
customer of sewage whose wastes have: 


obtained prior to the 
or industrial class 


-101 Either a BOD content greater than 300 milligrams 
per liter or a COD greater than 600 milligrams per 
liter. 

-102 A suspended solids content greater than 300 milli¬ 
grams per liter. 

-103 A phosphorus content greater than 10 milligrams 
per liter. 

-104 Other contaminants which from either nature or 
quantity will: (a) interfere with the operation 

of any portion of the Sewage Utility; (b) pass 
through the treatment works or otherwise be 
incompatible with such works; (c) prevent the 
reclamation and/or recycling of municipal or 
industrial wastewaters and sludges. 


Sec. 24-12. Pretreatment Facilities - General 

When, after making such a review, the Superintendent concludes ^. before 
the owner discharges waste into the public sewers, the owner must modify or 
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eliminate those constituents which would be harmful to the structures, 
processes, or operations of any portion of the Sewage Utility or injurious 
to health, then that owner shall either modify the wastes at the point of 
origin or shall provide and operate, at owner's expense, such preliminary 
treatment and processing facilities as may be deemed necessary to render 
owner s waste acceptable for admission into the public sewers. 

Sec. 24-13. Pretreatment Facilities - Prior Approval 

Plans, specifications, and any other pertinent information relating to 
proposed preliminary treatment or processing facilities shall be submitted 
to the City for examination and approval. No construction of such 
facilities shall begin until the Superintendent has given written approval. 
Such approval shall not exempt the person from the obligation to make 
further reasonable adaptations of such facilities when such adaptations 
prove necessary to secure the results of acceptable waste concentrations 
desired. The approval of proposed facilities and/or equipment by the City 
does not in any way guarantee that these facilities and/or equipment will 
function in the manner described by their constructor or manufacturer, nor 
shall it relieve an owner, firm, or corporation of the responsibility of 
enlarging or otherwise modifying such facilities to accomplish the intended 
purpose. 

Sec. 24-14 Pretreatment Facilities - Operation 

Where such preliminary treatment facilities are provided, they shall be 
maintained, continuously, in satisfactory and effective operating condition 
at the owner’s expense and shall be subject to periodic inspection by the 
City. The owner shall maintain suitable operating records which shall be 
open to inspection by the City, and shall submit to the Superintendent such 
monthly summary reports of the character of the influent and effluent as 
the Superintendent may require. Any industry affected by a federal 
categorical standard shall comply with the reporting requirements of 40 CFR 


Sec. 24-15 Reserved 


Article III - Prohibited Industrial and Commercial Discharges 
Sec. 24-16. Prohibitions and Limitations 

Except as hereinafter provided, no owner shall discharge or cause or permit 
to be discharged into the public sewer any of the following described 
substances, wastes, or waters: 

-101 Any liquid or vapor having a temperature greater 
that 140° Fahrenheit. 

-102 Any waters or wastes containing more than 100 

milligrams per liter of grease, oils, fats, or 
waxes. 
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-103 

-104 

-105 

-106 

-107 

-108 


-109 

-110 

-111 


Any gasoline, benzene, naptha, fuel oil, mineral 
oil or any other flammable or explosive solid 
liquid or gas. ’ 

Any noxious or malodorous gas or substance which 
ither alone or by interaction with other wastes, 
is capable of creating a public nuisance or hazard 
o life or of preventing entry into the sewers for 
tneir maintenance or repair. 

§a J ba8 a that haS n0t been P ro P erl Y pretreated 
and reduced per Sec. 24-1-116. 

Any ashes cinders, sand, mud, straw, shavings, 
wood, metal, glass, rags, feathers, tar, plastics 
paunch manure, butchers' offal, or any other solid 
or viscous substances capable of causing obstruc- 
1° the flow in sewers or other interference 

orth.<f Pr ° P T r ° peration of the sewerage system 
or the Sewage Treatment Plant. 

Any waters or wastes having a pH less than 6.0 or 
greater than 10.0, or having any other corrosive 
projjerty capable of causing damage or posing 
eqUiP " ent ' ” 

Any waters or wastes containing toxic substances, 

Clean w n i T*" Section 3 °7(b) and (c) of the 
Clean Water Act m sufficient quantity to inter- 

£*” Wlbh bhe blol °8ical process of the Sewage 
Treatment Plant or that will pass through the 
.ant into the receiving stream in amounts exceed¬ 
ing the standards set by federal, interstate, 
state or other competent authority having juris- 
diction, or will prevent the disposal of the 
sludges by the Plant in accordance with Section 
405 of said Act. 

Any toxic radioactive isotopes, without a special 
permit The radioactive isotopes of I 131 and P 
52. used m hospitals are not prohibited, if thev 
are properly diluted before being discharged into 
the sewerage system, as further defined in the 
General Rules and Regulations. 

Any waters or wastes that for a duration of 15 
minutes or more have a concentration more than 5 
times the average concentration of BOD or sus¬ 
pended solids of the user’s sewage discharged 
during a 24 hour period of normal operation. 

Any waters or wastes containing suspended solids 
of such character and quantity that unusual provi¬ 
sions, attention and expense would be required to 
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handle such materials at the Sewage Treatment 
Plant, its pumping stations, or other facilities. 

-112 Any waters or wastes containing incompatible 
pollutants as herein described. 

-113 Any waters or wastes containing any toxic sub¬ 
stances in quantities that are sufficient to 
interfere with the biochemical processes of the 
Sewage Treatment Plant, that will pass through the 
plant into the receiving waters, or accumulate in 
the sludges in an amount exceeding the limita¬ 
tions, set forth by any federal, state, inter¬ 
state, or local authority, which ever is more 
stringent. Specifically excluded are any waters 
or wastes containing toxic ions, compounds, or 
substances in concentrations or amounts exceeding 
the limitations set forth by the Board of Public 
Works and published in the General Rules and 
Regulations. 

-114 Any bulk waste, either industrial or domestic, 
without prior written approval of the Super¬ 
intendent. 

-115 The City reserves the right to refuse, deny or 
revoke the connection of any user in the event the 
sewerage service requirements of the user, in the 
judgment of the Superintendent could or would 
impose an excessive burden on the utility or in 
the event the user is or has been in repeated 
violation of this Ordinance. The City further 
reserves the right in the event of any emergency, 
to restrict the allowable discharge received from 
any or all large users of the sewerage system 
during the time of such emergency. 

Sec. 24-17 Responsibility for Obstructing or Damaging Sewers 

If a public sewer becomes obstructed or damaged because any of the 
aforementioned substances were improperly discharged, the person or 
persons responsible for such discharges shall reimburse the City for 
the expenses incurred by the City for cleaning out, repairing, 
rebuilding the sewer or for any litigations or damage claims resulting 
therefrom, including legal fees and court costs. 


Article IV - Control of Admissible Industrial and Commercial Wastes 


Sec. 24-18. Submission of Data on Industrial Waste. 


-1 Any owner who discharges industrial waste into the 

City's sewerage system either directly or indirectly, 
shall forthwith fill out and file, with the Superinten¬ 
dent, an Industrial Waste Questionnaire, the form for 
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which will be furnished by the City in which he 
set out the quantity and characteristics of the "astes 
discharged into the City's sewerage system 
desiring to establish a new connection to the publi 
sewer or to establish a new account with utility f 
the purpose of discharging industrial or commercial 
waste shall first fill out and file with the Super¬ 
intendent such a questionnaire which shall set out the 
actual or predicted data relating to the quantity and 
characteristics of the wastes to be discharged. 

-2 Any person who knowingly makes any false statement 

representation, or certification in any application, 
report, or other document required by the municipal 
ordinance or other applicable regulations shall, upon 
conviction be punished by the imposition ° f a civil 
penalty as required by local and/or state statutes. 

-3 When special circumstances render it an unreasonable 

burden to comply with the time schedule determined by 
the Utility for the correction of any industrial waste 
discharge problem, an extension of time, not to exceed 
90 days, may be granted by the Superintendent upon 
presentation in writing of an application for su 
relief. 

Sec. 24-19. Confidential Information^ 

by the discharger, for confidentiality of information s a 

accordance to and governed by the provisions of 330 IAC 5 and 

Sec. 24-20. Control Manholes. 

Any owner who discharges or may discharge ih*u.trial_ 

sewer via any means such as floor drains, sinks, catch basi , * ^ 

be required by the or loca- 

S' 

SaaSfsS-asrS SHu? ’ssn 

approved by the Superintendent before any construction is begun. 

Sec. 24-21 Grease and Sand Traps 

Whenever the Superintendent determines ^at ^terceptors or traps^are 

needed to protect the sewerage collection system or the Sewage 
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Plant from grease, oil, sand, or similar substances occurring in the user's 
inSn Tt 11 notlfies th e user, then such traps shall be promptly 
maintained l “ ° Wner ’ S UneS ’ at ° Wner ’ S ex P ense and shall be so 

the nuhl r 7 ° Wner n ° ne ° f SUCh substances can be carried over into 

„ H P “ b , llC sewers. All traps or interceptors shall meet the City's 
standards as to construction, location, and installation. 7 


Sec. 24-22 Waste Sampling. 


Any industrial waste discharged into the public sewers 
shall be subject to periodic inspections and the deter¬ 
mination of quality, quantity and character. The 
examination shall be made as often as the Superin¬ 
tendent deems it appropriate and may include the use of 
suitable continuously monitoring instruments, in 
appropriate cases. Samples shall be collected either 
manually or by approved mechanical devices and in such 
a manner as to be representative of the overall 
composition of the wastes. 

The installation, operation, and maintenance of the 
sampling facilities shall be the responsibility of the 
owner discharging the wastes and shall be subject to 
the approval of the Superintendent. Access to the 
sampling facilities shall be granted, at all times, to 
the Superintendent. 


Where an owner's operations have security measures in 
force which require proper indentification and clear¬ 
ance before entry onto said owner's property is 
granted, such owner or owners shall make the necessary 
arrangements with their security personnel that upon 
showing of proper identification personnel from the 
City shall be permitted to enter, without delay, for 
the purpose of observing or monitoring of wastes being 
discharged at a given point or points or that owner or 
owners shall install suitable control manholes outside 
of the security area or areas, which at all times will 
be immediately available to City personnel. 


Sec. 24-23. Waste Analysis Procedures and Charges. 

Laboratory procedures used in the examination of industrial wastes shall be 
those set forth in "Standard Methods" or "Guidelines Establishing Test 
Procedures for Analysis or Pollutants," as set forth in the Code of Federal 
Regulations 40 CFR 136. 


“1 Charges to Users 

Alternate methods for certain analyses of industrial 
wastes may be used subject to mutual agreement between 
the Superintendent and the User. In the event of a 
dispute between the Superintendent and the User as to 
the characteristics, strength, toxic nature or other 
particulars of the sample taken and analyzed by the 
City, either party may request that the sample in 
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dispute be analyzed by a mutually acceptable referee 
whose charges shall be paid by the party requesting the 
analysis. Analyses made by the City at the request of 
the User, shall be charged to the User according to the 
Utility's standard work order billing procedure. All 
such analyses shall be binding in determining strength- 
of-waste surcharges and other matters dependent upon 
the character and concentration of wastes. 

“2 Charges to Governmental Agencies 

Analyses run by the Water Pollution Control Plant 
Laboratory for any governmental agency, or political 
sub-division of a City, County or State shall be billed 
to such agency or subdivision for direct labor and 
expenses according to the Utilities standard work order 
billing procedure. Analyses run for other agencies 
shall not have priority over the regular Water Pollu¬ 
tion Control Plant analyses unless in the judgment of 
the Superintendent the urgency of the analysis should 
have such priority. 

-3 Charges Collected 

All waste analysis charges collected under Section 
24-23-1 and -2 above shall be recorded as credits to 
the operating costs of the Water Pollution Control 
Plant and a quarterly accounting thereof shall be 
forwarded to the Superintendent. All such charges are 
to be used to defray the operations and maintenance 
expenses incurred by the Water Pollution Control Plant 
in performing said analyses. 

Sec. 24-24. Use of Representative Analysis. 

Until an adequate analysis of a representative sample of user's wastes has 
been obtained, the City may, for the purpose of this Chapter, make a deter¬ 
mination of the character and concentration of his wastes by using data 
based on analyses of similar processes or data for his type of business 
that are available from the United States Environmental Protection Agency 
or from industry-recognized authoritative sources. This method, if 
selected by the City, shall continue at the City's pleasure or until an 
adequate analysis has been made. 


Article V. Service Charges Based on Water Usage 
Sec. 24-25. Water Obtained from the City's Water Utility. 

The charges made for sewerage service rendered to each lot, parcel of real 
estate or building having any connection with the City's sewerage system or 
otherwise discharging sewage into the system, either directly or 
indirectly, shall be based upon the quantity of water presumed to enter the 
public sewers after being used in or on the property, as the quantity is 
measured by the water meter or meters there in use by the City's Water 
Utility, except as herein otherwise provided. 
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Sec. 24-26. Water Obtained from Other Sources. 

“her t than Pr the rt ? r b ! :ai °J. a,ly £"5 ° r a11 of tbe " at ” used from source. 

„ „ l , h " „ C “r s Wat ' r Utility, the owner or the tenant may be 

quired by the City to install and maintain at his own expense a meter or 
meters acceptable to the City for the quantity of water obtained from tLse 
wwf sources, or the City may determine the quantity of such water by 
whatever means and methods it may find relevant and practicable. 

Sec. 24-27. Exempt Water - General. 

Where a significant portion of the metered water does not and cannot enter 

char e e e of ra t 8 h either directl y or indirectly, the person having 

charge of the property may request permission from the City to install at 
his own expense either an approved meter or meters to determine the 
sewao 1 7 ° f W3te ^ that cannot enter the sewerage system or an approved 
sewage-measuring device or devices to determine the volume of sewage that 

the Ua rY e y ht en to er d t . SeWe . ra8e v , s y stem 5 when appropriate, the City reserves 
to determine by whatever other means and methods it may find 
practicable the percentage of the property's metered water that enters the 

izins tit i:r y case the service char * e shan ^ on S: 

nn ™ y if ! l ha \ Can ° r actuall y does enter the public sewers but in 

served & ** ^ ^ ^ l6SS than the minimum char ge for the class of user 

Sec. 24-28. Metering of Sewage. 

Inoroi^ “ ay . req ^ ire a P erson to install and maintain at his own expense an 
approved device to measure directly the volumes of wastes discharged to the 

meteor lf V ° lwies cannot otherwise be determined from the 

TJiJInT C ° nSUm P tion records. The City shall inspect and approve such 

the cJtv' 10n T Service ’ once installed, shall be removed without 

tne tity s approval. 

Sec. 24-29. Reserved 


Article VI. User Charges 
Sec. 24-30. User Volume Charges. 

w aSage u ^hedule upon which charges for services rendered by the 
Sewer Utility shall be based on water consumption unless otherwise metered 
or exempted in accordance with the following user classifications and the 
following charges for services for each such classification: 
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Service Charge 

(cents per 100 cu. ft.) 



Class 

of User 


Domestic 

Manufacturing 

Treatment 

20.52 

20.52 

Conveyance, Collection, Billing 

19.96 

13.01 

Capital 

12.84 

10.33 

Pretreatment Administration 

-0- 

2.50 

Total User Charge 

53.32 

46.36 


Sec. 24-31. User Minimum Charges. 

In the event the monthly sewage service charge calculated in accordance 
with the water consumption schedule in Sec. 24-30 does not exceed the 
minimum monthly charge for each class of user as set forth thereafter user 
shall pay said minimum monthly charge in lieu of the charge calculated 
based on water usage, as follows: 


Water Meter Size 


Minimum Monthly Charge 


5/8 - 3/4" 
1 - IV 


2 " 

3" 

4" 

6" or larger 


$ 2.66 
9.40 
19.17 
38.52 
64.04 
177.87 


Sec. 24-32. User Flat Charges. 


In the event any user is not a metered water customer, there shall be 
imposed flat charge rates as follows: 


Classification of Customer 


Domestic User - Single Family Dwelling 
Domestic User - Multi Family Dwelling 
Commercial and Industrial User 


Monthly Flat Charge (1) 

In-City Out-City 
$5.33 $6.39 

To be estimated by City 
To be estimated by City 


(1) Monthly flat charges for multi-family dwellings shall be based on the 
number of family units accommodated by the system multiplied by the single 
family dwelling monthly charges. Monthly flat charges for commercial and 
industrial establishments may be based either on number of employees; the 
manufacturing processes used; other pertinent sewer use indicators; or 
outfall measurements where such data is available. 


The Utility shall retain documentation supporting its estimates and the 
billings based thereon. Such determination of billings may be reviewed and 
adjusted by the Utility at any time. However, no adjustment, additional 
charge or refund may be made more than six (6) years after the due date of 
the billing sought to be adjusted. 
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Sec. 24-33. Contract Customers - Unit and Other Charges. 


In the event the City consummates a contract to serve as a regional treat¬ 
ment plant for any other municipality or private sewage utility, either 
contiguous to the City or in its environs, said contract shall provide for 
the following unit charges: 


-1 Volume Charge (cents per 100 cu. ft.) 

Treatment 20.52 

Capital Charge 12.88 

33.40 

"2 Variable Charge (cents per 100 cu. ft.) 

A variable charge for conveyance and collection 
costs attributable to the portion of the convey¬ 
ance system and operating costs associated there¬ 
with used by the contract customer shall be 
computed by the City and added to the volume 
charge. 

~3 Flat Charge 

In addition to the foregoing charges based on 
volume of sewage treated and conveyed each con¬ 
tract customer will pay a monthly billing charge 
of $.60 and a monthly surveillance charge of 
$90.00. 


Excess Strength of Wastes Surcharge 
In the event a contract customer contributes waste 
having a strength in excess of domestic waste 
characteristics, as hereinbefore defined, a sur¬ 
charge based on the following unit process charge 
will be in effect for all waste found to be in 
excess of limitations: 


Suspended Solids - (SS) 
Biochemical Oxygen 
Demand - (BOD) 
Phosphorus - (P) 


Cents Per Pound 

4.304 

4.300 

41.193 


~5 Capital Surcharge 

In the event contract customer delivers sewage for 
treatment to City for a period of 90 consecutive 
days which is in excess of base MGD contracted 
for, then customer will be subject to an addi¬ 
tional capital charge computed at the capital 
charge (per 100 cu. ft.) then in effect times the 
excess percentage of MGD represented by dividing 
actual MGD by contracted MGD. 

_ 6 Other Provisions 

In the event sewage received pursuant to any 
contract entered into under this section exceeds 
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any of the limitations imposed by this Chapter, 
the City shall have the right to impose all 
charges, limitations and penalties applicable to 
any noncontract user by the City. Each contract 
entered into by the City pursuant to the foregoing 
rate classification shall provide that the 
contract customer shall agree to enact and main¬ 
tain a Sewer Use Ordinance and User Charge System 
acceptable to the City and in conformance with the 
City's obligations under Sec. 204 (b) (1). Public 
Law 92-500 as amended and supplemented and guide¬ 
lines and regulations promulgated thereunder by 
the U.S. Environmental Protection Agency and 40 
CFR 35-905-8, 35-928-1 and 35-928-2, and 

35-935-13. 

Sec. 24-34. Bulk Waste Charges. 

Industrial - For all industrial waste suitable for disposal directly 

through the plant digesters which has been delivered by 
the Customer to City's plant - $178.50 per load. For 
purposes of computing charges hereunder, a load is 
defined as 5000 gallons of tank capacity or fraction 
thereof. 

Domestic - For all domestic waste delivered to plant by customer's 

truck or tank - $26.10 per load. For purposes of 

computing charges hereunder, a load is defined as 1,000 
gallons of tank capacity or fraction thereof. 

Sec. 24-35. Annual Review of Service Charges. 

Prior to May 1 of each year, the General Auditor of the City Utilities and 
an independent certified public accountant employed for that purpose shall 
submit to the Board of Public Works a comparison of the calculated unit 
cost for flow, removal of BOD, suspended solids, and phosphorus per year, 
with the unit charges currently in effect from which the board shall deter¬ 
mine whether the current service charges and surcharges are adequate or 
should be changed. The methodology utilized in developing this cost 
comparison shall include: 

-1 A system including the distribution of the cost of 
operation and maintenance of the treatment works of the 
WPC Utility to each user class in proportion to such 
user's contribution to the total waste loading of the 
treatment works. Factors such as strength, volume, and 
delivery flow characteristics shall be considered and 
included as the basis for the user's contribution to 
insure a proportional distribution of operation and 
maintenance and replacement costs to each user class. 

-2 Total annual service charges and surcharges collected 
from each individual user class shall be deemed suffi¬ 
cient if said charges have generated during the prior 
operating period sufficient revenue to offset the cost 
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of all treatment works operation and maintenance pro¬ 
vided by the Utility, including cost of management, 
system repair and replacement, debt retirement and 
other costs incidental to the Utility Operation attri¬ 
butable to such class. 


Article VII. Strength-of-Wastes Surcharge 
Sec. 24-36. Liability for Surcharge. 


Each user discharging wastes into the sewerage system shall be subject to a 
strength-of-wastes surcharge, in addition to other sewage service charges 
imposed by this ordinance, based on the following minimum strength char- 
than^ 1S 1CS t0 t * 16 extent t ^ lat such wastes are in concentrations greater 


-1 Biochemical oxygen demand of 300 milligrams per liter. 
-2 Chemical oxygen demand of 600 milligrams per liter. 
-3 Suspended solids content of 300 milligrams per liter. 
-4 Phosphorus content of 10 milligrams per liter. 

Sec. 24-37. Computation of Surcharge. 

The surcharge shall be determined as follows: 

The excess pounds of BOD or COD (whichever results in the 
higher charge) suspended solids, and phosphorus will each be 
computed by first multiplying the user's billing sewage volume 
measured in units of 100 cubic feet for the current billing 
period by the factor 0.0062321 and then multiplying this 
product by the difference between (a) the concentrations 
measured in milligrams per liter of the BOD (or COD), sus¬ 
pended solids, and phosphorus respectively in the user's 
sewage and (b) the allowed concentrations set out in Section 
24-36. The surcharge for each constituent will then be deter¬ 
mined by multiplying the excess pounds of each constituent by 
the appropriate rate of surcharge set out in Section 24-33-4. 
In the event COD measurement is used, as hereinbefore 
provided, 50% of the excess pounds measured will be used to 
compute the equivalent BOD charge. 

Sec. 24-38. Waste Evaluation Charges 

All users discharging wastes into the system requiring continuing surveil¬ 
lance sampling and waste evaluation shall be subject to a monthly fixed 
charge to cover the costs of such services in the amount of $90.00 per 
discharge point . *— 
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Revision of Rates of Surcharge. 


Sec. 24-39. 

Prior to May 1 of each year, the General Auditor of the City Utilities and 

the current ra tL effect in order that the Board may determine whether 
—"the Common 


Article VIII. Billing of Service Charges 
Sec. 24-40. Billing Period. 


sewerage service shall be computed and 
billed by the General Office of the City Utilities, 
bills shall be rendered approximately monthly, unless 
additional billing is required to reflect customer 
changes, meter changes, service terminations, initial 
billings, or is otherwise required to adjust billing 
cycles. 6 

Biliings for sewerage service shall be rendered with 
and shall be due and payable on the same due date as 
billings for water service to the same premises, if 
any and if none, then within such billing cycle as the 
Utility may determine. 


Sec. 24-41. Liability for Payment. 


Charges for sewerage service shall be billed to the 
person being billed for water service, if any, unless 
by contract with the Utility, another person assumes 
responsibility for payment. Notwithstanding billing 
to, and assumption of responsibility by any person, 
charges for sewerage service shall remain the respon- 
w of . the owner the real estate, who shall 

° ld Utlllty harmle ss from any loss occasioned by 

the delinquency of the person billed, including all 
penalties, recording fees, attorney's fees, interest 
and court costs, if any. 

The owner of the real estate shall have the right to 
examine the Utility's records of billing and collection 
to ascertain whether such charges have been paid, and 
the amount thereof. 

Nothing herein contained shall permit the owner, or any 
person other than the person being billed, to inspect 
examine or otherwise obtain confidential information 
including the income, employment, finances, or social 
security number of the person being billed. 
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Sec. 24-42. First Billings. 

The rates, charges and surcharges fixed in this chapter shall extend to and 
cover any additional premises hereafter served, without hearing or notice. 
^ f n the first billing to a new user covers a period other than a full 
billing month, then the charges for sewerage service for such billing shall 
be made in accordance with standard practice employed by the City’s Water 

Ufci1itv 


Sec. 24-43. City Subject to Charges. 

For sewerage service rendered to the City, or any department, structure or 
property, thereof, the City shall be subject to the same rates and charges 
herein established for other persons, or to rates and charges established 
in harmony herewith. 

Sec. 24-44. Consolidation of Accounts. 

Where an industrial, commercial or other non-residential enterprise is 
operating in a unified manufacturing or service area composed of two or 
more contiguous parcels of real estate and is supplied with water through 
two or more meters, upon application by the owner or his authorized agent, 
a consolidation of the water meter readings may be made for the purpose of 
calculating the sewerage service charge. 

Sec. 24-45. Notice of Capital Surcharge. 

The City Clerk shall certify a copy of Special Ordinance No. S-233-81, 
enacted October 28, 1981, and all amendments thereto, heretofore or here¬ 
after adopted, and shall record such certified copy in the Office of the 
Recorder of Allen County, Indiana to provide constructive notice to the 
owners and purchasers of real property in Adams Township and St. Joseph 
Township that a capital surcharge may be imposed upon properties connected 
to, or to be connected to, the City Utility Sewerage System, in those areas 
of said townships formerly served by sewerage systems purchased or other¬ 
wise acquired by the City Utility. 


Article IX. Delinquent Accounts 
Sec. 24-46. How Delinquencies Arise. 

Charges for sewerage service levied pursuant to this Chapter shall be due 
and payable on or before the due date stated on the bill. Any charge for 
sewerage service not paid by the due date shall be delinquent, and may be 
collected, with any applied penalty, recording fees, service charges, 
attorney's fees, interest and court costs, if any, in accordance with this 
Chapter and with Indiana Code Sections 36-9-23-31 through 36-9-23-34. A 
penalty of ten percent (10%) of the amount of the charges for sewerage 
service shall be attached to the delinquent charges. 

Sec. 24-47. Collection Through Shutting Off Water Service. 

Where the property having a delinquent account for charges for sewerage 
service is served by the City’s Water Utility, the Utility may, after 
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reasonable notice to the person being billed, as provided by the Rules and 
SceT th Utility adopted by the Board of Worts, 7 .hut off Lter 

, . 7 th P r °P ert y- Wa ter service shall not be restored until the 

the ° f ° ff and “ 

Sec. 24-48. Collection Through Terminating Sewer Service. 

in addition to all other remedies provided, the Utility may, after reason- 
laUons of e the ^ P^ 8011 . bein f filled, as provided by the Rules and Regu- 

service tn i-h 7 by the B ° ard ° f Works • terminate sewerage 

service to the property. Sewerage service shall not be restored until the 

the 1 ^ account, together with the costs of terminating and reconnecting 
the sewer service, shall have been paid. 8 


Sec. 24.49 


List of Del inquent Fees and Penalities 
Collection. 


Tax Duplicates 


fees q »nH Charges { or sewera ge services, and applied penalties, recording 
collect H SerV1Ce char 8 es ma y be made a lien upon the property and may bf 
36-9-23-33^ aCCOrdance Wlth the Provisions of Indiana Code 36-9-23-32 Y and 

Sec. 24-50. Collection Through Court Actions. 

oJ thf charts f ° re8 ° in8 remedies » the Utility may recover the amount 

fee in a r . i 7 SeWerage ^rvices, penalty, and a reasonable attorney's 
ee in a civil action, and may foreclose a lien established by this Chapter 
m accordance with Indiana Code 36-9-23-34. pter 

Sec. 24-51. Reserved. 


Article X._ Accounting for Sewerage Service Charges 

Sec. 24-52. The City Controller shall establish and maintain, for as long 
as user charges and surcharges are collected under the rate schedule insti¬ 
tuted herein, accounts for the Sewage Works Improvement Fund as required by 
°J dinanc ® s reiatmg to the issuance of sewage works revenue bonds now 
outstanding and further in accordance with the laws of the State of Indiana 
relative to the deposit and disbursement of public funds. 


Sec. 24-53. Severability. 

-1 The invalidity of any section, sentence, clause, para¬ 
graph, part or provision of this Ordinance shall not 
affect the validity of any other section, sentence, 
clause, paragraph, part or provision of this Ordinance 
which can be given meaning without such invalid part or 
parts. 


All Ordinances or parts of Ordinances and sections of 
the Municipal Code of the City of Fort Wayne of 1974 in 
conflict herewith are hereby repealed. 
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That this Ordinance shall be in full force and effect 
from and after its passage, any and all necessary 
approval by the Mayor and due legal publication 
thereof. 






APPROVED AS TO FORM 
AND LEGALITY 


COUNCIL MEMBER 






BRUCE 0. BOXBERGER, CITY ATTORNEY 


WR3 
JOB H 
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CITY UTILITIES 


BILL NO. G-84-06-22 

REPORT OF THE COMMITTEE ON_ 

WE, YOUR COMMITTEE ON CITY UTILITIES _TO WHOM WAS REFERRED AN 

ORDINANCE REPEALING CHAPTER 24 OF THE FORT WAYNE MUNICIPAL CODE 
AND SUBSTITUTING AND .ENACTING THEREFOR A NEW CHAPTER 2 4 ENTITLED 

"SEWERS AND SEWERAGE SYSTEM" FOR THE PURPOSE OF ADJUSTING RATES AND OTHER 
PROVISIONS SET FORTH THEREIN 



HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
BACK TO THE COMMON COUNCIL THAT SAID ORDINANCE /Q P ASS. 


THOMAS C. HENRY, CHAIRMAN 






MARK E. GiaQUINTA, VICE CHAIRMAN 


CHARLES B. REDD 


JAMES S. STIER 


DONALD J. SCHMIDT 


■4 




COHO’- 


























1984 


Amendment by Don Schmidt: 

Passed at Council Committee Session - July 10, 

Put back S^c. 24-26 Exempt water, sprinking — and the following changes 

Change date from July 1 to 'June 1 
. Change the word twice to 150% (or one-half tines) 

Change the date from March 15 to February 15 



Sec. 24-26. Exeunt Water Soricklins. 

■ 15 

A residential water consumer shall be billed for sewage service beginning 

15 

with the billing of District 19 on or about Junel and ending with the 

17 

billing District 17 on or about October 1, as follows: The monthly sewage 

IS 

charge shall be the lesser of a charge based on the actual or estimated water 

19 

* consumption or a charge based oa]_ 5 Q<|. the consumer's average monthly con- 

20 

sumption during the prior bi-monthly meter reading period. This bi-moathly 

21 

penod begins with the reading or estimating of District 19 on or about 

- 22 Fe 

bruary 13 • A new account without a bi-monthly meter readies oeriod nrior 

23 

the exempt water sprinkling period shall be billed the lesser of a charge 

2 ~ 

based on the actual (or estimated water consumption) or a charge based on 

25 

twice the minimum sewage rate during the sprinkling period’. A water consumer 

26 1 

without an actual read at the end of the exempt water sprinkling period shall. 

. 27 | 

be allowed a sewer credit based on an average monthly usage as computed from 

2S j 

the cate of the Utilities' last actual read to the date of the Utilities' 

29 | 

actual read made after the end of the exempt water sprinkling period. In no 

25 | 

case, shall the sewage charge be less than the minimum for the water meter 

■ 31 \ 

size installed. The provisions of this section shall not apply to any 

32 ! 

residential water consumers who use any part of their water for any cocmer- 


cial or industrial purpose. 


* (or one half-tines) 























REVISIONS TO CHAPTER 24 MUNICIPAL ORDINANCES 


The format of these revisions is as follows: 

Where major deletions are made, the deleted text is set out in 
full and is struck through, ie struck—through. Minor changes 
in wording, and corrections of typographic errors, generally 
are not so noted, since they do not affect the sense of the 
ordinance. Any change in rates or requirements is however 
specifically noted. 

All new material is set out in full. Material not new is typed 
without emphasis, while new material is underlined, ie., 
underlined . 


Several of the Sections were renumbered. In some cases, 
sections were reworded for clarity or conciseness. Generally 
these changes are noted. Explanatory notes generally appear in 
the left margin. 

The index is set out in full as a guide to determining the 
genesis of this revision. In the index, deleted portions are 
s-truck-through and new portions are double-struck. 

Thus, in the Index the notation: 

"ARTICLE II. Permitted Commercial and Industrial Wastes 

Sec. 24-11 -Secr-24-r2 Prior Approval for Certain Wastes" 

means that the Article Heading is new, and that new Section 
24-11 is derived from former Section 24-12, which bore the 
same title. The content of new Section 24-11 is not new. 

In the Index the notation: 

"Sec. 24-19 Confidential Information" 

indicates that the Section is new and has no derivation in 
previous text. 

Also, in the text, a notation is made that the proposed 
section was formerly numbered, viz: 

"Sec. 24-44. Consolidation of Accounts *Secr-24-42" 
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CHAPTER 24 


SEWERS AMD SEWERAGE SYSTEM 


Article I. General 


Sec. 24-1. Definitions 


Unless the context specifically indicates otherwise, the meanings of the 
following terms as used in this Chapter and as used in the rules and 
regulations adopted by the Board of Public Works implementing the orovi- 
sions of this Chapter are as set out below respectively: 

"101* "Act": the Federal Water Pollution Control Act, also 

known as "The Clean Water Act," as amended, 33 U.S.C. 

466, as referred to at I.C. 13-1-4-1. 

~102. _ "Applicable Pretreatment Standards" - Any pretreatment 

limit or prohibitive standard (Federal, State, and/or 

Local) contained in the ordinance and considered to be 

the more restrictive with which non-domestic users shall 

be required to comply. 

~ 1Q 3. "Biochemical Oxygen Demand (BOD)" - the quantity of 

dissolved oxygen, in milligrams per liter., required 
during the stabilization of the decomposable organic 
matter by aerobic biochemical action of sewage, sewage 
effluent, polluted waters, or industrial wastes under’ 
standard laboratory . procedures for five days at 20° 
centigrade. The laboratory determinations shall be made 
in accordance with procedures set forth in "Standard 
Methods” (see paragraph 138 below). 

" 104 * "Building (or House) Drain": that part of the lowest 

horizontal piping of a building drainage system that 
receives the discharge from soil, waste, or other 
drainage pipes inside the walls of the building and 
conveys it to a point outside the foundation wall of the 
building. 


"3uilding (or House) Drain Connection": the point where 
the Building (or House) sewer is connected to the build¬ 
ing drain at a location approximately three (3) feet 
outside the foundation wall of the building. 

"3uilding (or House) Sewer" - the pipe which is connected 
to the Building (or House) drain at a point 3± feet 
outside the foundation wall of the building a n o~ which 
conveys the building's discharge from that point to the 
public sewer or other place of disposal. 

"Building (or House) Sewer Connection" - the point where 
the building sewer is connected to the public sewer. 
This connection to the public sewer may be accomolished 
as follows: 















107.1 


.break-in 

Where a/ tap-ra connection is employed, the point 
of connection shall be where the end of the build¬ 
ing sewer meets the inside face of the sewage 
system and the tapping "saddle and/or joint" shall 
be considered part of the building sewer. 

Where fittings (T's or Y's) are employed the 
connection shall be where the end of the first 
pipe meets the end of the fitting and the* said T 
or Y fitting shall be considered a part "of the 
building sewer. 

~1°S. "Bulk Waste" - any containerized solid, liquid or gaseous 

substance discarded or to be discarded as wortniess, 

detective, or ot no use t o the person discarding said 

supstance: waste-whieh-iftay-be-tara» 9 Borfced. 

“109. "Chemical Oxygen Demand (COD)" - a measure of the oxygen 

equivalent to that portion of the organic matter in a 
sample of sewage, sewage effluent, polluted waters, or 
industrial wastes that is susceptible to oxidation by a 
strong chemical oxidant. The laboratory determinations 
shall be made in accordance with procedures set forth in 
"Standard Methods." 

“HO. "City" - the City of Fort Wayne, Indiana. 

“111. "Classification of Users" 


107.2 

* Deleted 
"joint thereto" 


111.1 "Domestic Class User" - a user discharging only 
normal domestic sewage, as herein defined, into 
the system. 

111.2 "Commercial Class User" - a user falling wi thin 

Division G of the "Standard Industrial Classifica- 

"tTon Manual," 1972, United States Office of 

Management and Budget Is currently amended and 

supplemented. A copy is on file in the Urtice of 

the Supervisor ot industrial Waste Control. 

111.3 "Industrial Class User" - a user falling within 

Divisions A, B, D, E, or I of the "Standard Indus¬ 
trial Classification Manual,'" 1972, United States 

Office of Management and Budget, as currently 
amended and supplemented. A copy is on file in 
the Office of the* Suaervisor of Industrial Waste 

*Deleted Control . A user described in the divisions listed 

"Sevzer Engineer" herein may be excluded if it is determined, by the 

City, that such user will introduce primarily 
segregated domestic waste or waste from sanitary 
conveniences. Users not listed therein may be 
included in this class of customer because of the 
production of excess strength of waste or toxics 
in excess of limits described hereinafter. 




















“112. "Dwelling": a building, or a portion thereof, under one 

roof used primarily as the abode of one or more persons, 
but not including hotels, motels, lodging or boarding 
houses or tourist homes. 

-113. "Effluent" - the water, together with any wastes that may 

be present, flowing out of a drain, sewer receptacle or 
outlet. 

u Eaergeney u r—An— unforeseen— combination— of—circumstances—or 
a-combinatiort— of— unforeseen— circumstances—which— reqnires-an 
immediate—reaedyr—Said—emergency— shaii-be-deciared-by— the 
common—cottneii—and—shaii—be—limited—to—a—specific—time 
periodr 

-114. _ "Emergency" - an unforeseen circumstance or combination of 

circumstances that may cause an imminent endangerment to 

the health and/or welfare of persons, the environment, or 

which may interfere with the operation of the sewer 

collection system or the Water Pollution Control Plant. 


Deleted "or" 


-118. 


"Garbage" - any solid wastes from the preparation, cook¬ 
ing, or dispensing of food or from the handling, storage 
or sale of produce. 

"Ground Garbage" - garbage that is shredded to such a 
degree that all particles will be carried freely in 
suspension under the conditions normally prevailing in 
public sewers, with no particle being greater than one- 
half (-s) inch in any dimension. 

"Industrial Wastes" - any solid, liquid or gaseous sub¬ 
stance, or form of energy discharged, permitted to flow 
or escape from an industrial, manufacturing, commercial 
or business operation or process*from the development, 
recovery or processing of any natural resource carried on 
by any person. 

“Influent" - the water, together with any wastes that may 
be present, flowing into a drain, sewer, receptacle or. 
outlet. 

"Major Industrial User" - a user of the City-owned treat¬ 
ment works that: (a) has a flow of 50,000 gallons of 
water or more per average work day; (b) has a flow of 
waste greater than 5% of the flow carried by any part of 
the City system receiving the waste; (c) has in its 
waste, a toxic pollutant in amounts as defined in stand¬ 
ards issued under Section 307 (a) of the federal Act; or 
(d) is found by the Indiana Stream Pollution Control 
Board, in connection with the issuance of the NPDES 
Permit to the City-owned treatment works receiving the 
waste, to have significant impact whether singularly or 
in combination with other contributing industries, on 
that treatment works or upon the quality of effluent from 
that treatment works. 

"Normal Domestic Sewage" - sewage having an average daily 
suspended solids concentration of not more than 3QJ 35S 
milligrams per liter, an average daily BOD concentration 








22B 


- 122 . 


epfeimai 


-123. 


of not more than*3G0 milligrams per liter, and an average 
daily phosphorus concentration of not more than. 10 milli¬ 
grams per liter. 

"NPDES Permit" - the National Pollutant Discharge 
Elimination System Permit issued by the Indiana Stream 
Pollution Control Board for discharges of waste waters to 
navigable waters of the United States pursuant to Section 
402 of 33 U.S.C. 466. 

"Operation and Maintenance Costs" - all costs direct and 
indirect, other than debt services including replacement 
costs as defined in paragraph 123, necessary to insure 
adequate wastewater treatment on a continuing basis 
conforming with federal, state or local requirements, and 
to insure long-term facilities management. 

"Outlet" - any outlet, natural or constructed, which is 
the point of final discharge of sewage or of treatment 
plant effluent into any watercourse, pond, ditch, lake or 
other body of surface or ground water. 

"Person" - any individual, firm, partnership, company, 
municipal or private corporation, commercial establish¬ 
ment, association, society, institution, enterprise, 
governmental agency or other legal unit or entity. 

"pH" - the logarithm (to the base 10) of the reciprocal 
of the hydrogen ion concentration of a solution expressed 
in gram-atoms per liter of solution. 


126.1 "Compatible Pollutants” - waste containing bio¬ 
chemical oxygen demand, chemical oxygen' demand. 
suspended solids, phosphorus, pH, and fecal con¬ 
form bacteria. 

126.2 "Incompatible Pollutants" - wastes with any pollu¬ 
tant that is not a compatible pollutant such as 
"slug load" that would cause damage to the sewage 
syste!T"a!l<S/ , b , r" - "treatment prant. 


-127. "P.eceiving Stream" - the watercourse, stream or body of 

water receiving the waters finally discharged from the 
sewage treatment plant. 

-123. "Replacement Cost" - that cost, stated in current mone¬ 

tary values, as an operating cost which represents and 
measures the day-to-day consumption and attrition of 
physical assets in rendering service to users. 

-129. "Sanitary Sewage" - sewage discharged from the sanitary 

conveniences of dwellings, apartment houses, condomin¬ 
iums, motels, hotels, lodging or bearding houses, office 







buildings, factories or institutions and free from storm 
waters, surface water and industrial wastes. 


-130. 


-131. 


-.132. 


-133. 


-134. 


-125. 


-136. 


"Service Charge” - the basic assessment levied on all 
users of the public sewerage system for wastes which do 
not exceed in strength the concentration values above 
which a strength-of-waste surcharge will be made. 

"Sewage" - the water-carried wastes from residences, 
business buildings, institutions and industrial 
establishments, singular or in any combination, together 
with such ground, surface, and storm waters as may be 
present. 

"Sewage Treatment Plant" or '"water Pollution Control 
Plant" - the arrangement of devices, structures and 
equipment used for treating and disposing of sewage and 
sludge. 

"Sewage Utility" or "Water Pollution Control Works" - all 
facilities and systems for collecting, transporting, 
pumping, treating, disposing of sewage and sludge, 
including the sewerage collection system and the sewage 
treatment plant, whether or not in active use. 

"Sewer" - a pipe or conduit for carrying sewage and other 
waste liquids as differentiated below: 

134.1 "Combined or Combination Sewer" - a sewer which 
carries storm, surface, and groundw’ater runoff as 
well as sewage. 

134.2 "Public Sewer" - a sewer to the use of which all 
owners of abutting property have equal rights and 
is controlled and maintained by the City or other 
public authority. 

134.3 "Sanitary Sewer" - a sewer which carries y 

sewage and to which storm, surface, groundwaters 
and unpolluted industrial waste waters are not 
intentionally admitted. 

134.4 "Storm Sewer" - a sewer which carries storm, 
surface and groundwater drainage but excludes 
sanitary sewage. 


"Sewer Engineer" - the Chief Sewer Engineer of the City 
or his duly authorized representative; the term is 
synonymous with the term "Water Pollution Control 
Engineer." 

Sewerage System" - the netw r ork of sewers and aoour- 
tenances used for collecting, transporting and punning 
sewage to the Sewage Treatment Plant. 




-137. 

-138. 


Shall means mandatory; "may” means permissible. 

"Standard Methods" - the examination and analytical 
"s r tant Ur H S M T* f ° rth iQ the most recent edition of 
Jit * " ui , r the Exami ^oa of Water and waste- 
water, publisned jointly by the American Water Works 

c::rr°^r. the Water Pollution - Control Federation, a 
SL t- Wh f 1C ^ 1S „°n file in the 0ffice of the Suoerin- 
endent ~ the ^ aste Water P ollution Control Plant 

"Strength-of-Waste Surcharge" - the additional charts 
felJ eWa f " erViC£ c °Hected from users discharging 
a 0 - into the system having a strength measurement in 
Chapter ° f ^ imp ° Sed hy the Provisions of this 

Superintendent" - the Superintendent of the Sewag“ 
Treatment Piant (Water Pollution Control Plant) of the 
City, or his duly authorized representative. 

sSace^f 0 S ° lidS ". ' S0lids vhich either float on the 
surface of or are m suspension in water, sewage or other 
liquid and which are removable by laboratory filtration 
0ll !^.f°° Ceiltr / tl0n 13 expressed in milligrams per liter. 
Quantitative determinations are made in accordance with 
procedures set forth in "Standard Methods." 

"Waste Surveillance Charge" - a monthlv charge collected 
us'ers 11 ^^ 33 --strial L class 

Zl’ defray \ he C0St ° f evaluating that user's waste 
i er i n8, f 3 " 1 ? 111 ^’ laboratory analysis, and/or other 

Article VI^ a T =e5Sary - Said cba ^es *re set forth in 
Y Ix c d are Subject t0 review annually as 
provided m Section 24-39. 

"Watercourse" - a channel in which a flow of water occurs 
either continuously or intermittently. 


Sec. 24-2. 


gules and Regulations-3oard of Works Authority 


V ° r 'i‘ ° C the Ci -y in accordance aith Che 

requirements of tki“%hlpte r “ate “1 ’“V'" “ ‘ he ?rovisio,,s 

XJZsstt: zls zzrzi 










Sec. 24-3. 


Requirements for Connection to Public Sewers. 


*fehirfey-five 

*$35v00 

*s ev e tt fe y ■■ do - i la g 9 

*0?0V00 

*$X0V00- 


No owner or occupant of any real property shall 
tap or drain either directly or indirectly into 
any public sewer until a sewer tap permit has been 
obtained from the City and until owner has 
satisfied the obligation to pay all assessments, 
reimbursements and pro rata shares of sewer exten¬ 
sion costs laid against that property for public 
sewers which serve it. A sewer tap permit given 
in error shall not operate to nullify any such 
obligation that has been duly recorded nor estop 
the City from charging and collecting such costs 
at any subsequent time. 

Notwithstanding the foregoing, the Utility may, in 

accordance With policies a n d procedures adopted hv 

the Board of Public Works from time to time. 

£g^l.t_g,Q-Q^ger_or occupant, to tan or drain into a 

-P. u fa I:L - c .sewer, and, to defer, in whole or in yart, 

g agnes-t of the obligation, upon the, execution and 

delivery to the Utility of a note, mortgage, lien 

documentor. ..other, evidence of ohli^t-nn 

able to the Utility- 

All such deferred obligations shall be considered 

•Isle -£h§_pur poses _ of Indiana £ode Serif ons 

36-9.r23.-31 through 36-9-23-34 to be fees ass^t 

against real property. 

Installments of deferred obligations, including 

any finance charges or interest chargeable 

thereon, shall be deemed to be "charges for 

sewerage service" for the purposes of Articles 

VIII and IX of this Ordinance. 

Sewer tap permits shall be obtained from the 
City's .New Water and Sewer Permit Office and shall 
be issued only to licensed sewer tap contractors, 
who shall pay to the Sewage Utility a fee o f fifty 
dollars ($50.00) for each sewer tap permit for a 
standard six-inch service, a fee of rr!n°r-,> 

C$9Q. , QQ) for each sewer tap permit for a special 
s i x "i nc h service (such as a sewer tap into a 
collection system manhole) and a fee of ninety 
—($2Q■ QQ) for each sewer t3p permit for a 
sewer service larger than six-inches. T he 
mentioned. charges will apply to similar tvpes of 

taps into the City storm sewer system. Not later 

than 43 hours after making each sewer tap and 
building of the sewer installation, the tap 
contractor ar property gvr.sr. shall notify the? New. 

—aad— 5ewar _Permit. Off-; re of such connections 

so .that an inspection may be made bv the Utility 

prior to backfilling the said sewer installation. 

































N° person shall connect any roof downspout, 
exterior foundation drain, or other source of 
surface runoff or groundwater to a building sewer 
or building drain which is connected either 
directly or indirectly to a sanitary sewer of the 
City. 

-7 The Board of Public Works shall have the authority 
to require an owner of real property to disconnect 
any downspouts, yard drains, or other drains which 
carry the runoff of natural precipitation from a 
building sewer which drains into a sanitary sewer. 
Property owners shall have thirty C30) days after 
notice thereof to comply with any such require¬ 
ment. 

-S A new connection may be made to a City sewer or 
sewers connected to the City system only after 
there has been adequate assurance by the City that 
the downstream facilities of the sewage works have 
adequate capacity to transmit and treat the new 
waste loadings. 


fill or 

. Midij. ina*.e use or a sever tap or bark*- 

otherwise conceal a sewer installation 

unless and until the same has been •inspected and 

approved by.the Utility. In addition to all other 

remedies, 

the Utility may cause the said installa- 

tion of sewer tap to be excavated and exposed, rav 

terminate 

..the connection, and mav r»auire f.h = 

owner or 

occupant to pav or reimburse the Util i tv 

for its 


exposure. 

termination.reconnection and rest, a ra- 

tion. Such costs and exoeases shall be considered 

as charges for sewerage treatment services and mav 

be collected in accordance with the provisions of 


Indiana_ Qq.4s _ 36-9-23.-31 through and 

Article IX of this Chapter . 

Sec. 24-4. Extensions of Sewers Outside Corporate Limits. 

The installation, construction, or extension of san-fi-^ry by nri'vnte 

deve2.ppe.r5. or by the City outside the corporate limits of the Citv and the 
connection of said .sanitary, sewers into the City's sewage system ’from, by, 
-o, or i.or properties located outside such limits is Drohibited, except 
wiuh the approval of the 3.Qard...af Puhl i r Wm-rs by duly enacted n*--.' nn 

provided that a resolution ratifying an agreement and/or contract for such 
construction and connection, shall be deemed to constitute such aonroval. 

Sec. 24-5. Connections to Sewerage System by Certain Out-of-City 
Properties. 

notwithstanding the provisions of Sec. 24-4, the Board of Public Works 
shall have the authority to permit a property located outside the corporate 
j.W ilts o: tae City to connect to an existing .snuih3-C£_ sewer which is part 


-3- 



























of the City s sewerage system, when the property abuts, adjoins, or is 
immediately contiguous to the street, alley, or easement in which such 
sewer is located and provided the property owner has complied with th« 
requirements prescribed by Sec. 24-3 of this Chapter. 

Sec. 24-6. Enforcement * Ccc . 24 7 

The provisions of this Chapter shall be enforced by the Superintendent of 
the Water Pollution Control Plant and such deputies as he, with the 
approval of the Board of Public Works, may appoint for such purposes 
Whenever said Superintendent or any such deputy shall deem it appropriate 
to charge a landowner with a violation(s) of this Chapter, he shall issue 
to such landowner a Notice of Violation, and/or Summons, which shall be 
processed according to the provisions of Indiana Code (34-4-32-1). 

Sec. 24-7. Penalty for Violations * s e e-r- 2 4-6 

Any person landowner, firm or corporation who violates or fails to 
comply with any provision of this Chapter or of the Rules and 
Regulations of the Board of Public Works pertaining thereto, shall h« 

deemed^ to have committed a Class B infraction and upon conviction 

thereof y-be—frned-not-iess-than-one-hnndred-doiiars—($t99r99-)-nor-ao-e 
than—frve—hundred—doiiars—f $599j-994—per—offender be subject to a fine of 
U P to $1000.00 per infraction as provided by Indiana Code 34-4-32-4. 

Each . day that the violation (s) or noncompliance continues shall 

constitute a separate offense. 


Sec. 24-8. 


Prohibited Damage to City Property Prohibited 


]!t shali be unlawful for any unauthorized person, firm, or corporation to 
deface° USiy ’r Wlllfu11 ;’ or negligently break, damage, destroy, remove 
tilt ' f ,J??" Wlth *° 7 S - t “ C - are ' appurtenance, or equipment vhicri is 
Plant °<ff Xe City, ‘ ySt “ ° r bel °“ S! C ° th = W “« dilution Control 

Sec. 24-9 Dilution 


It shall be 

unlawful for any person, firm, or corporation 


water or -ter m an v wav . or seD am;, 

screams tor the purpose of dieting a discharge as a partial or 


tor adequate treatment to achieve compliance 

with applicable 

s caaaards. 

Sec. 24-10 

Accidental Discharges 



~1 Each discharger must provide protection 

from accidental 


or regulated 


suostances to sewers o~t the City°o f Fort Wavne7 wh-r- 

Accessary, procedures' and "facilities-"- 


TCrdadtal" dischaf ; 


prevent 


-of prohiDited materia l s must 

piuvlded and mainta ined at the ~ "discharger ' s 

CeLalled plai n . 'Showing fa cilities aaa ' o'iieratii T^r 

dhres co proviae tms protection shall be submitted to 

tUe Cl tv for review, ana Oe approved hv the City before 


ddhS crucLioa 


operating procedures 

3e ciscnarger from 


lity. Review and apprev.: i c f 


the City shall 


the responsi 
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modify its facility as necessary to meet, applicable 


federal, state and 

local reauirements. 

Dischargers shall 

notify the 

Superintendent of the 

Water Pollution Control Plant, 

or his representative, 

immediately when a 

"slug load" 

or accidental discharge 

occurs. 3 written 

report shall be submitted within 

five CD days of 

incident. 

The notification must 

include cne location ot tUe discharge, date and time of 

occurrence, type of waste, concentration and volume. 

and corrective actionstaken. 

Any industrial user who 

disenarges a slug 

load" ot pr 

■ohibited materials will 

be liable tor any expense, including loss or damage to 

tne water Pollution 

. Control Utility sewerage system in 

addition to tne amount of any 

fines imposed upon the 

City under state or 

federal law, 



Signs must be permanently posted in conspicuous places 
on the discharger's premises, advising employees whom 

to call in the event ot an accidental" - 'discharge. 

Employers shall instruct all employees who may cause or 

discover such a discharge as to the emergency notifica¬ 

tion procedures. 


Article II - Permitted Commercial and Industrial .Wastes 

Sec. 24-11. Prior Approval for Ce’rtain Wastes. *Seer-24-i2 

Review and acceptance by the Superintendent shall be obtained prior to the 
discharge into the public sewers by any commercial or industrial class 
customer of sewage whose wastes have: 

-101 Either a BOQ content greater than 300 milligrams 
per liter or a COD greater than 600 milligrams oer 
liter. 

-102 A suspended solids content greater than 300 milli¬ 
grams per liter. 

-103 A phosphorus content greater than 10 milligrams 
per liter. 

-104 Other contaminants which from 'either nature or 
quantity will: (a) interfere with the operation 
of any portion of the Sewage Utility; (b) pass 
through the treatment works or otherwise be 
incompatible with such works; (c) prevent the 
reclamation and/or recycling of municipal or 
industrial wastewaters and sludges. 

Sec. 24-12. Pretreatment Facilities - General * S ee. 2 4 —42 - 

'*nen, after making such a review, the Superintendent concludes that, before 
the owner discharges waste into the public sewers, the owner must modify or 
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eliminate those constituents which would be harmful to the stmc-ures 
to health*, Utilit ^ ° r furious 


, .. owner shall either modify the wastes at the Doint o- 

aste acceptable for admission into the public sewers. 


Sec. 


'' + ~ 13 * p tetreatment Facilities - Prior Approval 


*See—24-i4 


a “ d “ n? othec Pertinent information relatin* Eo 
?o !h= Ceev “f»°, ary 0r P rocessin S facilities shell be submitted 

City for examination and approval No constrnrf inn -p 
; celeted facilities shall be-in until the Superintendent? has g"e„^ »r“ ttea acbroval 
with tne SuCi- approval shall not exemot the Denson fmm • +-■ 

approval off^ther reasonable adaptations of such‘ facilities when such Adaptations 
the Eoard P rove necessary to secure the results of acc?ntaM» ? lons 

nf B , h n„ i-ited ^approval of proposed facilities and/or’ equipme^TS^" 

function in t I ^ and/or equipment vUl 

sS" 1- °.u. e daacribed by their constructor or manulaciurer, tor 

shall it relieve an owner, firm, or corporation of the responsibility- of 

pSofe° S " ° tierVise "^ifyidS such facilities to accomplish the intended 


of Public 
Works 


Sec. 24-14 


Pretreatment Facilities 


Operation 


SU< ? prelimiuar y treatment facilities are orovided, thev shall be 
maintained, continuously, in satisfactory and effective operating condit-'on 
a the other s expense and shall be subject to periodic^nspeclior. t- 
t-.-y. ihe owner shall maintain suitable ooerating -ecords which 
mouth? 0 "y City, and shall submit to the Super" nterd-" such 

“f sL=^te7de”t POr “ ° £ thC Chacai:t " of U.« influent and effluent as 
cue Superintendent may require. Anv industry h-fortnH a f , Hw j 

c a tegories standard shall co rnulv wi th the renin n , /.n rvo 


Sec. 24-15 Reserved 


A rticle III - Pro hibited Industrial and Commercial Discharges 


Sec. 24-16. 


Prohibitions and limitations 


* See-r-24-9 


Except as hereinafter provided, no owner shall d-scha] 
t0 . be discharged into the public sewer anv of th. 
suostances, wastes, or waters: 


;e or cause 
following 


or permit 
described 


-101 


Any liquid or vapor having a 
that 1^0° Fahrenheit. 


temperature greater 


Any waters or wastes containing more than 100 
milligrams per liter of grease, oils, fats, or 


-102 















-103 

-104 

-105 

-106 

-107 

-108 


-109 

-110 

-111 


Any gasoline, benzene, naptha, fuel oil, mineral 
oil or any other flammable or explosive solid, 
liquid or gas. 

Any noxious or malodorous gas or substance which 
either alone or by interaction with other wastes, 
is capable of creating a public nuisance or hazard 
to life or of preventing entry into the sewers for 
their maintenance or repair. 

Any garbage that has not been properly pretreated 
and reduced per Sec. 24-1-116. 

Any ashes, cinders, sand, mud, straw, shavings, 
wood, metal, glass, rags, feathers, tar, plastics’ 
paunch manure, butchers' offal, or any other solid 
or viscous substances capable of causing obstruc¬ 
tion to the flow in sewers or other interference 
with the proper operation of the sewerage system 
or the Sewage Treatment Plant. 

Any waters or wastes having a pH less than 6.0 or 
greater than 10.0, or having any other corrosive 
property capable of causing damage or posing 
hazards to the structures, equipment, or personnel 
of the Sewage Utility. 

Any waters or wastes containing toxic substances, 
as defined under Section 307(b) and (c) of the 
Clean Water Act in sufficient quantity to inter¬ 
fere with the biological process of the Sewage 
Treatment Plant or that will pass through the 
Plant into the receiving stream in amounts exceed¬ 
ing the standards set by federal, interstate, 
state or other competent authority having juris¬ 
diction, or will prevent the disposal of the 
sludges by the Plant in accordance with Section 
405 of said Act. 

Any toxic radioactive isotopes, without a snecial 
permit. The radioactive isotopes of I 131'and P 
32 used in hospitals are not prohibited, if they 
are properly diluted before being discharged into 
the sewerage system, as further defined in the 
General Rules and Regulations. 

Any waters or wastes that for a duration of 15 
minutes or more have a concentration more than 5 
times the average concentration of BOD or sus¬ 
pended solids of the user's sewage discharged 
during a 24 hour period of normal oneration. 

Any waters or wastes containing suspended solids 
of such character and quantity that unusual orovi- 
sions, attention and expense would be recuirad to 


handle such materials at the Sewage Treatment 
riant, its pumping stations, or other facilities. 

1L An ^. watar3 or wastes containing incompatible 
pollutants as herein described. 

-113 Any waters or wastes containing any toxic sub¬ 
stances xn quantities that are sufficient to 
interfere with the biochemical Drocesses of the 
Sewage Treatment Plant, that will pass through the 
*T an ' t in , to the receiving waters, or accumulate in 
. slud Ses m an amount exceeding the limita¬ 
tions, set forth by any federal, state, inter¬ 
state, or local authority, which ever is mnr» 
s. tx , ; ngent . Specifically excluded are anv waters 
or wastes containing toxic ions, comoounds, or 
substances in concentrations or amounts' exceeding 
the limitations set forth by the Board of Public 
Works and published in the General Rules and 
Regulations. 

-114 Any bulk waste, either industrial or domestic 
without prior written approval of the Sune-- 
intendent. * 

-115 The City reserves the right to refuse, 

r e voke , the connection of any user in the event the 
sewerage service requirements of the user, in the 
judgment of the Superintendent could or would 
impose an excessive burden on the utility or ir. 

L lgkUoa —of—this... Ordinance The City further' 
reserves the right in the event of any emergency 
to restrict the allowable discharge received from 
any or all large users of the sewerage svstem 
during the time of such emergency. 

Responsibility f or Obstructing or Damaging Sewers * g 


Sec. 24-17 

lfnLZ Xli l liC r we l becomes obstructed or damaged because anv of the 
aforementioned substances were improperly discharged, the person o*r 

the 3 °exne r ns S e P s 0aSlble f °/ ^ dischar S es sfaal l reimburse the Citv for 
rebuilt? 1QCUrr , 7 the Cit7 f ° r cleaQin 8 out, repairing, 
Utioafjo^ or cl aims result 

IttslaL u u legal and court cnIZs 
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Secr-24-iir-Special-agreements:r 


Notwithstanding—any—other—provisions—of—this—chaptery- the 
city—may—enter—into—a—special—agreement—or—arrangement 

between—the—city— and—any—person—whereby— an— indastriai 

waste—of—unusual—strength—or—character—may-be-accepted-by 

the city-for--treatment-either-with-or-without 

P r ctreatment 7 provided there—is—no—impairment—of—the 
f'sectioning- -of— the—sewage- -utility- -by- -reason—of- - the 

admission—of—such—wastes—and—no—extra—costs—are—incurred 
by-the-city-withoat-recompense-by-sach-personr 


IV ~ Control of Admissible Industrial and Commercial wastes * Se ei — 34- 1 : 

Sec. 24-13. Submission of Data on Industrial Waste. 

-1 Any owner who discharges industrial waste into the 
City's sewerage system either directly or indirectly, 
shall forthwith fill out and file, with the Superinten¬ 
dent, an Industrial Waste Questionnaire, the form for 
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which will be furnished by the City in which he shall 
set out the quantity and characteristics of the wastes 
discharged into the City's sewerage system. Any owner 
desiring to establish a new connection to the public 
sewer or to establish a new account with utility for 
the purpose of discharging industrial or commercial 
waste shall first fill out and file with the Super¬ 
intendent such a questionnaire which shall set out the 
actual or predicted data relating to the quantity and 
characteristics of the wastes to be discharged. 

“2 Any person who knowingly makes any false statement 
representation, or certification in any applica tion, 

report, "or other document required by the municinal 

ordinance or other applicable regulations shall, upon 

conviction oe pumsUeq by the imposition of a civi T 

penalty as required by local and/or state statutes. 

-3 When special circumstances render it an unreasonable 
burden to comply with the time schedule determined by 
the Utility for the correction of any industrial waste 
discharge problem, an extension of time, not to exceed 
90 days, may be granted by the Superintendent upon 
presentation in writing of an application for such 
relief. 

Sec. 24-19- Confidential Information. 

Information and data furnished to the City by a discharger shall be made 

a vailaole to tne public or other governmental agency without res triction 

ugless the discharger specifically requests and is able to demonstrate as 

P er ^ - • 203 and 330 lAC 5-1.5-8 "that the release of such information 

would divulge information, methods of production entitled to protection as 

trade secrets, or proprietary iniormation of the discharger. All reouests, 

discharger, For confidentiality ot information shall be made irT 

accordance to and governed by the provisions of 330 IAC 5 and 40 CFR 2. 

Sec. 24-20. Control Manholes. *C cc. 24 10 

Any owner who discharges or may discharge industrial wastes into a public 
sewer via any means such as floor drains, sinks, catch basins, etc.,'shall 
be required by the Superintendent to construct and maintain, at his own 
expense, one or more control manholes, at a specified location or loca¬ 
tions, to facilitate the observation, measurement, and sampling of owner's 
waste. Such manholes shall be constructed in accordance with the standards 
and specifications of the City. The Superintendent may also require the 
person to install and maintain in any such manhole, at said oerson’s 
expense, an approved volume-measuring device. Plans and/or shop drawings 
for the installation of control manholes and related equipment shall be 
approved by the Superintendent before any construction is begun. 

Sec. 24-21 Grease and Sand Traps * Seer 24 1G 

Whenever the Superintendent determines that interceptors or traps are 
needed to protect the sewerage collection system or the Sewage Treatment 

























s“Ind-rdt * A11 tra P s or interceptors shall meet the Citv's 

adaras 33 to construction, location, and installation. 

Sec. 24-22 Waste Sampling. * Seev-24-19- 

-1 Any industrial waste discharged into the public sewers 
shall be subject to periodic inspections and the deter¬ 
mination of quality, quantity and character. The 
examination shall be made as often as the Suoeri-- 
tendent deems it appropriate and may include the use of 
suitable continuously monitoring instruments, in 
appropriate cases. Samples shall be collected either 
manually or by approved mechanical devices and in such 
a manner as to be representative of the overall 
composition of the wastes. 

2 The installation, operation, and maintenance of the 
sampling facilities shall be the responsibility of the 
owner discharging the wastes and shall be subject to 
the approval of the Superintendent. Access to t^e 
sampling facilities shall be granted, at all times, to 
the Superintendent. 

-3 Where an owner's operations have security measures in 
force which require proper indentification and clear¬ 
ance before entry onto said owner's prooertv is 
granted, such owner or owners shall make the necessary 
arrangements with their security personnel that uoor 
showing of proper identification personnel from th~ 
City shall be permitted to enter, without delay r 0r 
the purpose of observing or monitoring of wastes' bein- 
discharged at a given point or points or that owner or 
owners shall install suitable control manholes outside 
0j - the security area or areas, which at all t--:.m»s w-f n 
be immediately available to City personnel. 


Sec. 24-23. Waste Analysis Procedures and Charges. 


' S e ev- 3 4-59 


nose set _orth in Standard Methods" or "Guidelines Estabii chino 
-rocedures for Analysis or Pollutants," as set forth in the Code of Federal" 
Regulations 40 CFR 136. £ rederal 


“1 Charges to Users 

Alternate methods for certain analyses of industrial 
wastes may be used subject to mutual agreement betwe-n 
the Superintendent and the User. In the event of'a 
dispute between the Superintendent and the Use- as <- 0 
the characteristics, strength, toxic nature or a the- 
particulars or the sample taken and analvzec bv the 
City, either party may request that the sacra ie in 
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dispute be analyzed by a mutually acceptable referee 
whose charges shall be paid by the party requesting the 
analysis. Analyses made by the City at the request of 
the User, shall be charged to the User according to the 
Utility's standard work order billing procedure. All 
such analyses shall be binding in determining strength- 
of-waste surcharges and other matters dependent upon 
the character and concentration of wastes. 

“2 Charges to Governmental Agencies 

Analyses run by the Water Pollution Control Plant 
Laboratory for any governmental agency, or political 
sub-division of a City, County or State shall be billed 
to such agency or subdivision for direct labor and 
expenses according to the Utilities standard work order 
billing procedure. Analyses run for other agencies 
shall not have priority over the regular Water Pollu¬ 
tion Control Plant analyses unless in the judgment of 
the Superintendent the urgency of the analysis should 
have such priority. 

-3 Charges Collected 

All waste analysis charges collected under Section 
24-23-1 and -2 above shall be recorded as credits to 
the operating costs of the Water Pollution Control 
Plant and a quarterly accounting thereof shall be 
forwarded to the Superintendent. All such charges 3 re 
to be used to defray the operations and maintenance 
expenses incurred by the Water Pollution Control Plant 
in performing said analyses. 

Sec. 24-24. Use of Representative Analysis. * Seer—24—Si— 

Until an adequate analysis of a representative sample of user's wastes has 
been obtained, the City may, for the purpose of this Chapter, make a deter¬ 
mination of the character and concentration of his wastes by using data 
based on analyses of similar processes or data for his type" of business 
that are available from the United States Environmental Protection Agency 
or from industry-recognized authoritative sources. This method* if 
selected by the City, shall continue at the City's pleasure or until an 
adequate analysis has been made. 


Sec. 24-25. 


■ le V. Service Charges Based on Water Usage’ 

• Obtained from the City's Water Utility. 


' Seer-24—22- 


The charges made for sewerage service rendered to each lot, parcel of real 
estate or building having any connection with the City's sewerage system or 
otherwise discharging sewage into the system. " either directly or 
indirectly, shall be based upon tne quantity of water presumed to enter the 
public sewers after being used in or on the property, as the quantity is 
measured by the water meter or meters there in* use" by the Citv's Water 
Utility, except as herein otherwise provided. 
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Sec. 24-26. Water Obtained from Other Sources 


-24-33 

Where the property obtains any part or all of the water used from sources 
othe^. than the City's Water Utility, the owner or the tenant may be 
required by the City to install and maintain at his own expense a meter or 
meters acceptable to the City for the quantity of water obtained from these 
other sources, or the City may determine the quantity of such water by 
whatever means and methods it may find relevant and practicable. 

Sec. 24-27. Exempt Water - General. * Ccc. 24 2 ‘i 

k"k ei - e a significant portion of the metered water does not and cannot enter 
the sewerage system, either directly or indirectly, the person having 
charge of the property may request permission from the City to install at 
his own expense either an approved meter or meters to* determine the 
quantity of water that cannot enter the sewerage system or an approved 
sewage-measuring device or devices to determine the volume of sewa'ge that 
actually enters the sewerage system; when appropriate, the City reserves 
the right to determine by whatever other means and methods it may find 
practicable the percentage of the property's metered water that enters the 
sewerage system. In any case the service charge shall be based on the 
quantity of water that can or actually does enter the public sewers but in 
no case shall it be less than the minimum charge for the class of user 
served. 

Sec. 24-28. Metering of Sewage. * ~_-> A 


The City may require a person to install and maintain at his own expense an 
approved device to measure directly the volumes of wastes discharged to the 
sewerage system if these volumes cannot otherwise be determined from the 
metered-water consumption records. The City shall inspect and approve such 
installation and no such service, once installed, shall be removed without 
the City's approval. 

Sec. 24-29. Reserved 


{ 
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Article VI. User Charge 
Sec. 2^-30. User Volume Charges. 


The vater usage schedule upon which-charges for service 
Sewer Utility shall be based on water consunrotion unless 
cr exempted in accordance with the following' user classi 
-ollowmg charges for services for each such classificat-’ c 


s rendered 
otherwise 
.fications 


met: 

and 


the 

>red 













Service Charge (cents 


Treatment 

Conveyance, Collection, 3illing 
Capital 

Pretreatraent Administration 

Total User Charge 

Sec. 24-31. User Minimum Charges 


per 100 cn. ft.) 


Class of User 


Domestic 

New 

Old 

Manufacturing 

New 

Old 

20.52 

18.74 

20.52 

18.74 

19.96 

18.23 

13.01 

11.88 

12.34 

11.73 

10.33 

8.88 

-0- 

-0- 

2.50 

-0- 

53.32 

48.70 

46.36 

39.50 


* See-r-54-a; 


!^ everit the montill y sewage service charge calculated in accordance' 
with the water consumption schedule in Sec. 24-30 does not exceed th- 
minimum monthly charge for each class of user as set forth thereafter user 
shail pay said minimum monthly charge in lieu of the charge calculated 
based on water usage, as follows: 


Water Meter Size 

5/8 - 3/4" 

1 - IV 

2 " 

3” 

4” 

6” or larger 

Sec. 24-32. User Flat Charges 


Minimum Monthly 

Charge 

New 

Old 

$ 2.66 

2.43 

9.40 

8.53 

19.17 

17.51 

38.52 

35.18 

64.04 

58.43 

177.87 

162.44 


* See—24-39 


In the event any user is not a metered 
imposed flat charge rates as follows: 


water customer. 


there shall be 


Classification of Customer 

Domestic User - Single Family Dwelling 
Domestic User - Multi Family Dwelling" 
Commercial and Industrial User 


Monthly Flat Charge (1) 

In-City Out-Citv 
$5.33 4.87 $5.39 5.84 

To be estimated by City 
To be estimated by City 


(1) Monthly flat charges for multi-family dwellings shall be based on the 
number of .amily units accommodated by the system multiplied by the single 
; , elll - ng f on u thl y charges. Monthly flat charges for commercial and 
.^dustnal establishments may be based either on number of employees- tk- 
manufacturmg processes used; other pertinent sewer use indicators’; o^ 
ouuiall measurements where such data is available. 


The Utility shall retain documentation suppo rting 

~5 tilings oasea thereon. Such determination of bil li; 

adjusted by the Utility at any' time. -Howeverno 

c '- 3r 3 e cr refund may be made more than six ( 6) year' 

the orating sougnt to oe adjusted. — : - 


its estimates ~ and the 

igs may be reviewed a nd 

adjustment, additional - 

; after the due date of 
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Sec. 


-24-39- 


24-33. Contract Customers - Unit and Other Charges 


In the event the City consummates a contract to serve as a regional treat¬ 
ment plant for any other municipality or private sewage utility, ..either 
contiguous to the City or in its environs, said contract shall provide for 
the following unit charges: 


-1 Volume Charge (cents per 100 cu, ft.) Old 
Treatment 20.52 18.74 

Capital Charge 12.88 11.76 

33.40 3030 


~2 Variable Charge (cents per 100 cu. ft.) 

A variable charge for conveyance and collection 
costs attributable to the portion of the convey¬ 
ance system and operating costs associated there¬ 
with used by the contract customer shall be 
computed by the City and added to the volume 
charge. 


-3 Flat Charge 

In addition to the foregoing charges based on 
volume of sewage treated and conveyed each con¬ 
tract customer will pay a monthly billing charge 
Old: $.55 of $- 60 and a monthly surveillance charge of 
Old $ 82.20 $90.00. 


-4 Excess Strength of Wastes Surcharge 

In the event a contract customer contributes waste 
having a strength in excess of domestic waste 
characteristics, as hereinbefore defined, a sur¬ 
charge based on the following unit process charge 
will be in effect for all waste found to be in 
excess of limitations: 

Old 

3.931 

3.926 
37.619 


Suspended Solids - (SS) 
Biochemical Oxygen 
Demand - (BOD) 
Phosphorus - (P) 


Cents Per Pound 


4.300 

41.193 


-5 Capital Surcharge 

In the event contract customer delivers sewage for 
treatment to City for a period of 90 consecutive 
days which is in excess of base MGD contracted 
for, then customer will be subject to an addi¬ 
tional capital charge computed at the capital 
charge (per 100 cu. ft.) then in effect times the 
excess percentage of MGD represented by dividing 
actual MGD by contracted MGD. 

-6 Other Provisions 

In the event sewage received pursuant to any 
contract entered into under this section exceeds 
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any of the limitations imposed by this Chanter, 
the City shall have the right to impose all 
charges, limitations and penalties applicable to 
any noncontract user by the City. Each contract 
entered into by the City pursuant to the foregoing 
rate classification shall provide that the 
contract customer shall agree to enact and main¬ 
tain a Sewer Use Ordinance and User Charge System 
acceptable to the City and in conformance with the 
City’s obligations under Sec. 204 (b) (1). Public 
Law 92-500 as amended and supplemented and guide¬ 
lines and regulations promulgated thereunder by 
the U.S. Environmental Protection Agency and 40 
CFR 35-905-8, 35-928-1 and 35-928-2, and 
35-935-13.- 


Sec. 24-34. Bulk Waste Charges. 


■ 24-31 


Note: Charge was 
$163.00 per load 
on City vehicles 

Domestic 

Note: was $ 23.85 


For all industrial waste suitable for disposal directly 
through the plant digesters which has been delivered bv 
the Customer to City's plant - $178.50 per load.* For 
purposes of computing charges hereunder, a load is 
defined as 5000 gallons of tank capacity or fraction 
thereof. 

For all domestic waste delivered to plant by customer’s 
truck or tank - $26.10 per load. For purposes of 
computing charges hereunder, a load is defined as 1,000 
gallons of tank capacity or fraction thereof. 

Sec. 24-35. Annual Review of Service Charges. * S gg r—34—35 

Prior to Nay 1 of each year, the General Auditor of the City Utilities and 
an independent certified public accountant employed for that purpose shall 
submit to the Board of Public Works a comparison of the calculated unit 
cost for flow, removal of BOD, suspended solids, and phosDhorus per vear, 
with the unit charges currently in effect from which the board shall deter¬ 
mine whether the current service charges and surcharges are adequate or 
should be changed. The methodology utilized in developing this cost 
comparison shall include: 


A system including the distribution of the cost of 
operation and maintenance of the treatment works of the 
VPC Utility to each user class in proportion to such 
user’s contribution to the total waste loading of the 
treatment works. Factors such as strength, volume, and 
delivery flow characteristics shall be considered and 
included as the basis for the user's contribution to 
insure a proportional distribution of operation and 
maintenance and replacement costs to each user class. 

Total annual service charges and surcharges collected 
from each individual user class shall be deemed suffi¬ 
cient if said charges have generated during the prior 
operating period sufficient revenue to offset the cost 
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of all treatment works operation and maintenance pro¬ 
vided by the Utility, including cost of management, 
system repair and replacement, debt retirement and 
other costs incidental to the Utility Operation attri¬ 
butable to such class. 


-5A- 


Article VII. Strength-of-Wastes Surcharge 

Sec. 24-36. Liability for Surcharge. * 

Each user discharging wastes into the sewerage system shall be subject 
strength-of-wastes surcharge, in addition to other sewage service ch; 
imposed by this ordinance, based on the following minimum strength < 
acteristics to the extent that such wastes are in concentrations gr: 


-1 Biochemical oxygen demand of 300 milligrams per liter. 
-2 Chemical oxygen demand of 600 milligrams per liter. 
-3 Suspended solids content of 300 milligrams per liter. 
-4 Phosphorus content of 10 milligrams per liter. 

Sec. 24-37. Computation of Surcharge. * 21 21 
The surcharge shall be determined as follows: 


ine excess pounds of BOD or COD (whichever results ir th<* 
higner charge) suspended solids, and phosphorus will each be 
computed by first multiplying the user's billing sewage volume 
measured in units of 100 cubic feet for the current b'">li'ng 
period by the factor 0.0062321 and then multiplving~"this 
product by the difference between (a) the concentrations 
measured in milligrams per liter of the BOD (or COD), sus¬ 
pended solids, and phosphorus respectively in the user's 
sewage and (b) the allowed concentrations set out in Section 
24-36.^ The surcharge for each constituent will then be deter¬ 
mined by multiplying the excess pounds of each constituent by 
the appropriate rate of surcharge set out in Section 24-33-4*. 
!n the^ event COD measurement is used, as hereinbefore 
provided, 50% of the excess pounds measured will be used to 
compute the equivalent BOD charge. 

Sec. 2 h- 33. Waste Evaluation Charges * Ccc. 24 ■ 3 6 


A.x users discharging wastes into the system requiring continuing surveil¬ 
lance sampling and waste evaluation shall be subject to a monthly fixed 
charge uo cover the costs of such services in the amount of $90*00 *ean_n fi _ 

ciscnarge point. —-_ s ~ 


- 21 - 













This section was deleted. Its contents are included in 
new Sec. 24-33-4 
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(Ord. No. G-14-S0, § 1, 7-22-80; Ord. No. S-92-82, § 1, 5-25-82; 
Ord. No. G-22-82, § 1, 8-24-82) 


- 21 . 1 - 






Sec. 


* See--34-3?- 


24-39. Revision of Rates of Surcharge. 

Prior to May 1 of each year, the General Auditor of the City Utilities and 
an independent certified public accountant employed for that purpose shall 
submit to the Board of Public Works a comparison of the calculated unit 
costs for removing BOD, suspended solids, and phosphorus from the Sewage 
Treatment Plant influent during the previous calendar year with the unit 
charges currently in effect in order that the Board may determine whether 
the current rates of surcharge are adequate of should be changed and 
request legislative enactment of said changes by the Common Council. 


-Article VIII. Billing of Service Charges 


Sec. 24-40. Billing Period. 


* See-r-34- 


Note: This Section was reworded 
for clarity. The meaning is 
essentially the same. 


Charges for sewerage service shall be computed and 
billed by the General Office of the City Utilities. 
Bills shall be rendered approximately monthly, unless 
additional billing is required to reflect customer 
changes, meter changes, service terminations, initial 
billings, or is otherwise required to adjust billing 
cycles'. 


Billings for sewerage service shall be rendered with 
and shall be due and payable on the same due date as 
billings for water service to the same premises, if 
any, and if none, then within such billing cycle as the 
Utility may determine. 


Sec. 24-41. Liability for Payment. 


* Seev-34—39— 


Note: This Section was reworded 
for clarity. The meaning is 
essentially the same. 


Charges for sewerage service shall be billed to the 
person being billed for water service, if any, unless 
by contract with the Utility, another person assumes 
responsibility for payment. Notwithstanding billing 
to, and assumption of responsibility by any person, 
charges for sewerage service shall remain the respon¬ 
sibility of the owner of the real estate, who shall 
hold the Utility harmless from any loss occasioned by 
the delinquency of the person billed, including all 
penalties, recording fees, attorney's fees, interest 
and court costs, if any. 


The owner of the real estate shall have the right to 
examine the Utility’s records of billing and collection 
to ascertain whether such charges have been paid, and 
the amount thereof. 


Note: This is a new -3 

paragraph designed to 
protect the confidentiality 
of financial data the Utility 
obtains. While other state or 
federal statutes may require 
or permit it, the Utility does 
not want this Section to appear 
to grant access. 


Nothing herein contained shall permit the owner. 

person other than the person being billed, to i 

examine or otherwise obtain confidential info 

inducing the income, employment, finance's . or 

security number of the person being billed. 


n snect, 

mat ion 

social 
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Sec. 24-42. First Billings. 


-24-49 


is°te: A The rates, charges and surcharges fixed in this chapter sha 
S^2?-40 f I™*?- 3ny .. addit r° v f 1 P^mises hereafter served, without hearing or notice, 
ffj l , tr ~ e tirsZ h - 1Lia S to a new user covers a period other than a full 

^2°? billing month, then the charges for sewerage service for such billing shall 
sSm^O 1 StiUtv. ^ aCC ° rdanCS With Standard Practice employed by the City’s Water 


lent, structure or 
le rates and charges 
charges established 


Sec. 24-43. City Subject to Charge 

For sewerage service rendered to the City, or any - 
property, thereof, the City shall be subject to the 
herein established for other persons, or to rates 
in harmony herewith. 

Sec. 24-44. Consolidation of Accounts. 

* S e e-r -2 4—45 

Where an industrial, commercial or other non-residential enterprise is 
operating in a unified manufacturing or service area composed of two or 
more contiguous parcels of real estate and is supplied with water through 
two or more meters, upon application by the owner or his authorized a^ent, 
a consolidation of the water meter readings may be made for the purpose of 
calculating the ---— - 

Sec. 24-45. 


aJ—Q.rdinanre Ho_ S-opo-g: 


—City—C lerk —shall—certify a_ copy of 

e^acted_ i October. 28, 19 81, and all amendments th-r-to. her»tnf nr e or 

aaoptec. and shall recor d_ suc , h certified c om; in the Off-ire nf ----- 

Recorder of Allen County, Indiana to provide constructive notice to rh» 

f£fl.-.P u .t ctlas - ars of real property in Adams Township and St. Jos- 

Lrcharge 


Township 

to, or to 


that a capital 


be connected to, the City 

or said townships formerly served by 

wise"acquired ov the City Utility. 


mi 


i mposed upon properties connected 
>.?_g ey erage System, in those areas 
systems purchased or othar- 


Sec. 24-46. 


• Art icle IX. Deli 
Ho w Delinquencies Arise. 


nt Accounts 


Note: 
Reworded 
refer 
Indi- 
i Cede 


Charges for sewerage service levied pursuant to this Chapter shall be due 
and payable on or before the due date stated on the bill. Anv charge *or 
sewerage service not paid by the due date shall be delinquent' and mav'be 
collected, with any applied penalty, recording fees, service charges, 
attorney's fees, interest and court costs, if any, in accordance with this 
Chapter and with Indiana Code Sections 36-9-23-31 through 36-9-23-34 A 
penalty of ten percent (10%) of the amount of the charges for"sewerage 
service shall be attached to. the delinquent charges. 


Sec. 24-47. Collection Through-Shutting Off Water Service. * Seev-54-44- 

■.-nere tr.e property having a delinquent account for charges for severag* 
service is served by the City’s Water Utility, the Utility may. after 


-23- 





















* Deleted: mailing a written 

notice at least IQ days in advance and to the property owner if identifiable" 

.§H as ° nabl - e .. not: »-ce to the person being billed* as provided by the Rules and 
Regulations or the Utility adopted by the Board of Works, shut off wate- 
service to the property. Water service shall not be restored until the 
delinquent account, together with the costs of turning off and turning on 
the water, shall have been paid. 


Sec. 24-43. Collection Through Terminating Sewer Service. * 

In addition to all other remedies provided, the Utility mav. after reason¬ 

able notice to the pe r son being billed, as provided by the Rules and R egu¬ 
lations of the Utility adopted by the Board of Works, terminate sewerage 
service to the property. Sewerage service shall not b e restored until tbe 

delinquent account, together with the costs of term inating and reconnecting 

the sewer service, shall have been paid. -----— 


Sec. 24.49 List of Delinquent Fees and Penalities - Tax Duplicates - 
Collection. * Sec—24=45 


Note: Reworded 
to Simplify 
Indiana Code 
sets out the 
procedure. 


Delinquent charges for sewerage services, and applied penalties, recording 
fees, and service charges may be made a lien upon the property and may be 
36 9 23*33^ aCCOrdance witb the Provisions of Indiana Code 36-9-23-32 and 

Sec. 24-50. Collection Through Court Actions. * See. 24 46 


In addition to the foregoing remedies, the Utility may recover the amount 
of the charges for sewerage services, penalty, and a reasonable attorney's 
fee in a civil action, and may foreclose a lien established by this Chapter 
m accordance with Indiana Code 36-9-23-34. 


Sec. 24-51. Reserved. 


Article X. Accounting for Sewerage Service Charges 

* S ec 47 

Sec. 24-52. The City Controller shall establish and maintain, for as* lor* 
as user charges and surcharges are collected under the rate schedule insti¬ 
tuted herein, accounts for the Sewage Works Improvement Fund as required by 
prior ordinances relating to the issuance of sewage works revenue bonds now 
outstanding and further in accordance with the laws of the State of Indiana 
relative to the deposit and disbursement of public funds. 

Sec. 24-53. Severability. *NEW* 

_ll_ The invalidity of any section, sentence, clause, para¬ 

graph, part or provision of this Ordinance shall not 
affect the validity of any other section, sentence, 

clause, paragraph, part or provision of this Ordin ance 

which can be given meaning without such invalid rare o’- 

parts. --- : - 1 

- - All Ordinances or parts of Ordinances and sections of 
the Municipal Code of the City of Fort Wayne of !97h in 

conflict herewith are hereby repealed. 
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That this Ordinance shall be in full force and effect 

from and after its passage, any and all necessary 

approval by the Mayor and due leg al publication 

thereof. 


COUNCIL MEMBER 

APPROVED AS TO FORM 
AND LEGALITY 


BRUCE 0. E0X3ERGER, CITY ATTORNEY 


WR3 
JOB H 








Municipal 

Consultants, Inc. 
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EXHIBIT A 


FORT WAYNE WATER POLLUTION CONTROL UTILITY 


Comparative Statement of Financial Position 
As of December 31, 



1983 

1982 

ASSETS AND OTHER DEBITS 



Utility Plant 

Utility Plant in Service 

Less: Accumulated Depreciation 

$ 135,138,142 
(20,246,131) 

$ 115,501,323 
(17,924,884) 

Total Utility Plant 

114,892,011 

97,576,439 

Construction Work in Progress 

1,631,784 

15,146,156 

Net Utility Plant 

116,523,795 

112,722,595 

Bond & Interest Sinking Fund 

2,660,743 

2,285,519 

Current and Accrued Assets 

Cash and Temporary Cash Investment 

- 0&M, Depreciation 

- Construction Account 

Accounts Receivable 

Accumulated Provision for Uncollectible Accounts 
Materials and Supplies 

Prepayments 

Interest Receivable 

4,987,362 

1,264,408 

4,233,194 

(39,456) 

43,051 

30,732 

23,133 

1,564,578 

4,606,288 

4,134,329 

(27,623) 

58,038 

29,898 

21,729 

Total Current and Accrued Assets 

10,542,424 

10,387,237 

Deferred Debits 

Miscellaneous Deferred Debits 

196,827 

226,019 


TOTAL ASSETS AND OTHER DEBITS 


$ 129,923,789 


$ 125,621,370 


























EXHIBIT A 
(Continued) 


FORT WAYNE WATER POLLUTION CONTROL UTILITY 


Comparative Statement of Financial Position 
As of December 31, 


LIABILITIES AND OTHER CREDITS 


1983 


1982 


Equity of Municipality 

Equity of Municipality 
Contributions In Aid of Construction 
Retained Earnings 

Total Equity of Municipality 


8,642,700 

$ 8,642,700 

92,249,097 

87,090,581 

7,656,381 

7,002,933 

108,548,178 

102,736,214 


Long-Term Debt 

Revenue Bonds Outstanding 17,085.000 17,545,000 


Current and Accrued Liabilities 

Notes Payable 547,888 
Accounts Payable 952 826 
Due to Other Funds 549,478 
Miscellaneous Current and Accrued Liabilities 68,554 
Accrued Bond Interest Payable 665,428 


Total Current and Accrued Liabilities 2,784,174 


664,449 

760,488 

2,315,692 

115,977 

636,970 

4,493,576 


Deferred Credits - Federal 

and State Grants and Reserves 


1,506,437 


846,580 


TOTAL LIABILITIES AND OTHER CREDITS 


$ 129,923,789 


$ 125,621,370 


























EXHIBIT B 


FORT WAYNE WATER POLLUTION CONTROL UTILITY 

Comparative Statement of Net Revenues and Coverage 
Years Ending December 31, 


1983 1982 


Revenues 


Operating Revenues 

Interest Income 

Other Revenues 

$ 6,519,905 
762,750 
357,816 

$ 6,342,172 
881,500 
57,568 

Total Revenues 

7,640,471 

7,281,240 

Operating Expenses & Taxes 

Operation & Maintenance Expense 

Taxes - Other Authorities 

Civil City Tax Payments 

Flood Loss Costs 

3,823,791 

181,212 

494,474 

-0- 

3,721,052 

209,317 

500,228 

443,157 

Total Operating Expenses & Taxes 

4,499,477 

4,873,754 

Net Revenues 

3,140,994 

2,407,486 

Debt Service: 

Principal 

Interest 

460,000 

1,517,762 

435,000 

1,141,951 

Total Debt Service 

1,977,762 

1,576,951 

Coverage (1) 

$ 1,163,232 

$ 830,535 


(1) Available for extensions, improvements and 
additions to depreciation cash reserves. 





















EXHIBIT C 


FORT WAYNE WATER POLLUTION CONTROL UTILITY 


Summary of Proposed Rate Changes to Chapter 24, 
Fort Wayne Municipal Code 



Present 

Proposed 

% 


Rates 

Rates 

Increase 

Rates - Residential 

Billing Determinant (cents per 100 cu. ft.) 

Treatment 

18.74 

20.52 

9.5 

Conveyance, Collection, Billing 

18.23 

19.96 

9.5 

Capital 

11.73 

12.84 

9.5 

Total User Charge 

48.70 

53.32 

9.5 

Minimum Charges - Per Month 

5/8" - 3/4" meter 

$ 2.43 

$ 2.66 

9.5 

1" - 1 1/2" meter 

8.58 

9.40 

9.5 

Flat Charges - Per Month 

Single Family - In-City 

$ 4.87 

$ 5.33 

9.5 

- Out-City 

5.84 

6.39 

9.5 


Rates - Industrial 

Billing Determinant (cents per 100 cu. ft.) 




Treatment 

18.74 

20.52 

9.5 

Conveyance, Collection, Billing 

11.88 

13.01 

9.5 

Capital 

8.88 

9.72 

9.5 

Pretreatment - Capital (1) 

-0- 

.61 

-0- 

- Administration (1) 

-0- 

2.50 

-0- 


39.50 

46.36 

11.7 


(1) To defray City's costs relating to Industrial Pretreatment Program. 


Other Industrial Charges 


$ .60 9.1 

90.00 9.1 


Billing Charge - Per Bill 
Surveillance Charge - Per Month 


$ .55 

82.50 













EXHIBIT C 
(Continued) 


FORT WAYNE WATER POLLUTION CONTROL UTILITY 

Summary of Proposed Rate Charges to Chapter 24, 
Fort Wayne Municipal Code 


Other Ordinance Rate Provisions 

1. There is n£ increase in the Capital Surcharge being paid by former 
Inbalco customers. 

2. The summer sewer billing adjustment is repealed. 

3. All contract customer rates have been increased approximately 9.5%. 

4. Bulk waste charges have been increased approximately 9.5%. 




EXHIBIT D 


FORT WAYNE WATER POLLUTION CONTROL UTILITY 

Summary of Proposed Non-Monetary Changes 
to Chapter 24, Fort Wayne Municipal Code 


1. The Utility will be directed to undertake a special study for the year 
beginning July 1, 1984 to determine if industrial pre-treatment credits 
are justified and the appropriate criteria for calculation of any such 
credits. 

2. An industrial surveillance and pre-treatment program is enacted pursuant 
to federal and state regulations and charges are fixed, per Exhibit C, 
to pay for administration of such program. 

3. The procedures for financing customer connections by deferred payment 
plans are formalized. 

4. Sewer tap inspections by the Utility are made a pre-condition of connection 
to the City's sewage system. 

5. Penalty for code violations, pursuant to conviction therefor under Indiana 
law, is increased to $1,000. 

6. Prohibits acceptance of industrial waste having strengths and toxicity in 
excess of EPA approved limits. 

7. Provides for confidentiality of customers' personal credit and financial 
data and for trade secrets which might be disclosed from City's records 
relating to a user's industrial waste discharges. 

8. Authorizes disconnection for non-payment; limits period of liability for 
billing errors of Utility to six (6) years. 

9. Requires City Clerk to serve notice through County Recorder's office of 
real property subject to collection of any capital surcharge imposed by 
Utility. 



EXHIBIT E 


FORT WAYNE WATER POLLUTION CONTROL UTILITY 

Pro Forma Statement of Net Revenues 
and Coverage at Proposed Rates 


Year Ended 


December 31, 

Adjustments 

1983 

DR 


Pro Forma 


Revenues 

Operating Revenues 
Interest Income 
Other Revenues 


$ 6,519,905 $ (1) $ 647,391 

762,750 

357,816 166,000 (2) _ 


$ 7,167,296 
762,750 
191,816 


Total Revenues 


7,640,471 166,000 


647,391 8,121,862 


Operating Expenses & Taxes 


Operation & Maintenance 

Expense 3,823,791 

Taxes - Other Authorities 181,212 

Civil City Tax Payments 494,474 

Total Operating Expenses 
& Taxes 4,499,477 

Net Revenues 3,140,994 

Debt Service 

- Revenue Bonds 1,977,762 


410,000 (3) 4,233,791 

181,212 

494,474 
410,000 4,909,477 

3,212,385 

9,648 (4) 1,987,410 


Coverage (1) 


$ 1,163,232 


$ 1,224,975 


(1) Available for extensions, improvements and 
additions to depreciation cash reserves. 

























SCHEDULE E-l 


FORT WAYNE WATER POLLUTION CONTROL UTILITY 


Detail of Adjustments to Pro Forma Statement 
of Net Revenues and Coverage 


CR 

$ 647,391 


( 2 ) 

Other Revenues 166,000 

To reduce revenues for non-recurring inter¬ 
departmental income. 


DR 

( 1 ) 

Operating Revenues $ 

To increase revenues for proposed increased 
rates and for additional charge to industrial 
users for pre-treatment monitoring. 


(3) 

Operation and Maintenance Expense 410,000 

To provide for additional operating costs as 


follows: 

Pre-treatment Budget 
Energy Cost Increases 
Other Cost Increases 
@5% of O&M Costs 


(4) 

Debt Service 

To adjust for 1984 debt service. 


$ 130,000 
130,000 

150,000 
$ 410,000 

9,648 





EXHIBIT F 


FORT WAYNE WATER POLLUTION CONTROL UTILITY 


Comparison of Residential User Charges 
(80% - 100% Revenue Supported) 



Average Annual 

Annual 


One Family 

Residential 


Residential 

Minimum 

Out of State Cities 

Little Rock, Arkansas 

80.64 

33.60 

Atlanta, Georgia 

140.00 

-0- 

Kalamazoo, Michigan 

120.00 

43.80 

Buffalo, New York 

115.61 

102.00 

Greensboro, North Carolina 

120.00 

39.00 

Columbus, Ohio 

92.00 

15.84 

Toledo, Ohio 

108.00 

31.76 

Chattanooga, Tennessee 

62.88 

24.96 

El Paso, Texas 

64.38 

35.40 

Washington, D. C. 

158.00 

6.13 

Colorado Springs, Colorado 

129.88 

82.80 

Dayton, Ohio 

57.00 

35.00 


Fort Wayne - Present Rates 

52.35 

29.16 

- Proposed Rates 

57.32 

31.92 


Indiana Cities 


Anderson 

157.38 

Evansville 

141.13 

Gary 

100.36 

Hammond 

70.31 

Indianapolis 

83.72 

Lafayette 

108.88 

Kokomo 

137.00 

Michigan City 

63.47 

Muncie 

103.20 

South Bend 

73.53 











REQUEST FOR RMENDMENT OF RROPOSED ORDINANCE MO. 0 -84-06-22 

TO: MAYOR WINFIELD C. MOSES JTR. AND MEMBERS OF THE RORT 
W AVNE OI TV COUNCIL 

WHEREAS/ THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PUBLISHED. WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

WHEREAS, THE SHME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BV THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN.: AND, 

WHERFRS, THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
LACK OF SENS ITIVTY FOR THE ECONOMIC NEEDS OF ' V ?UNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SEN J.2R T p£ T i?,E H «/. M nun 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES AND PAV 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHEREAS/ PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION, AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BV 
SPRINKLING THEIR LAWNS AND FLOWERS; AND, 

WHEREAS, THE SHME ORDINANCE WILL, IF APPROVED AS 
F'UBI ISHFD. LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

,.j HF - RE r RS , the USE OF WATER FOR SPRINKLING DOES NOT CREATE A 
SEWAGE TREATMENT LOAD NOR COST ON THE CITY UTILITIES SEWAGE 
PLANT.: AND, 

UHERERS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREEMONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONfH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY.: AND, ^ 

WHEREAS/ EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
in FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD StNCHRONIZE 
THE BILLING PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH>HE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 

period; and, 

UHERERS/ THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED, EXCEPT FOR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS AND "EXCEPT FOR ELIMINATION OF glHmiMBILLINO, A-s ABO vE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE AlCEFTABLE CITt UTILITIES 
SERVICE; NOW THEREFORE, 


- PAGE 1 






- PAGE 2 - 

PETITION CONTINUED: 

ne, the: undersigned respectfullv 

REQUEST t THAT PROPOSED ORDINANCE NO. 0-84-06-22 EE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-38; AND > 

HE FURTHER REQUEST.. THAT ORDINANCE NO. 

0 -84-06-22 BE FURTHER AMENDED, AS NECESSARY.- TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS.: AND, 

WE FURTHER PROVIDE ADVANCE 
NOTICE OR OUR REQUEST, THAT THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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PETITION CONTINUED! 
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SIGNATURE 
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PETITION 

REQUEST FOR AMENDMENT OF RROPOSED ORDINANCE MO. 0-84-06-22 
WflVNE 1 C:lTv‘c I OUNciL M0SES JR ' RND r ' ,EMBERS 0F ™ E FORT 
THE PROPOSED ORDINANCE DATED JUNE 1QQ4, rc 

^t^cust!*^ * billing 

WHEREAS) THE SAME ORDINANCE. AS PUBLISHED. Fvutpttc o 
FOR L ns E APPROVHL E AS **' W "® " 0UED V0TE 

mn R M.\-TS^ N I^'„e^ LBLESS R"ILIK AND-SEN?0R G cnizENS H, mNv 

WHO LIvE ALONE AND USE LESS THAN THE MINIMUM SERVIGE RHD All Liwn 
ARE STRUGGLING TO PAV THE RENT OR MAINTAIN THEIR HOMES AND PAV 
EVER INCREASING ClTV UTILITY BILLS; AND. ' 

' PROVISION OF BILLING FOR ACTUAL USAGE uni II D 
FDlV 1 Tt nf?'V.F N npci 1 nn/r°r WRTER CONSERVATION AND COINCIDENT 
ddcccutPm OF need for sewage TREATMENT CAPACITY for THOSE who 
FRE’-ENTLt ARE BILLED THE MINIMUM CHARGE for LESS than THEY ll'=F 
and CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR"CONSERVATIONAND. 

Km T t HE SRr ' 1E ORDINANCE WILL. IF APPROVED AS 

PUBLIoHED. LOAD AN UNUSED SEWAGE 3ERVICF CHARGE BURTiFN ON All 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THF HO ES BY 
SPRINKLING THEIR LAWNS AND FLOWERS; AND. 

™{ E N ? ofH ™' SIJPPLEMENT 
WHEREAS. THE USE OF WATER FOR SPRINKLING DOFS not ppppitp r 

PL*?; Lom N0P C0ST 0N ™ E city UTILITIES SEmBE n 

E W XE H Mp E T f 0 ^r a l6u™Si FROM E ?HE°pK T^ 8 ® J&SSSfk 

F :¥ 9 e'^ ,VjI? ™ E fo ' j «™ 

^ l ‘J!? 1 F : F F,!S: ' EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 

TUP F PTM THE P RESEWT THREE months would synchronize" 

TUPPcih L iTMDf?2RESS WITH THE ACTUAL METER READING SCHEDULE AND 
mTu^ir'" , ii IPLIFt AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
PERIOD^ fe AND W ° RKRBLE C00RDINflTI0N 0F BILLING WITH THE UNREAD METER 

THE PRESENT MODE OF BILLING FOR SEWAGE SFRVICE 

MmTH^ E nHn E FvrcJ T F 25D T c. E T!3 EED F0R THE SERS0W EXTENT I ON TO FOUR 
™L E * CEPT F0R ELIMINATION OF MINIMUM BILLING. AS ABOVE. 

SERVICE! NOW THEREFORE®'" 5 0THERWISE ACCEPTABLE CITY'UTILITIES 
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- PAGE 2 - 

PETITION CONTINUED: 

we, the: undersigned respectfully 

REQUEST, THAT PROPOSED ORDINANCE NO. 0 -84-06-22 EE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND; 


HE FURTHER REQUEST .. THAT ORDINANCE NO. 
0-84-06-22 BE FURTHER AMENDED; AS NECESSARY; TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS; AND; 


WEE FURTHER PROVIDE ADVANCE 
NOTICE OR OUR REQUEST ; THAT THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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REQUEST FOR RMENDMENT OF RROPOSED ORDINANCE HO. <3-84-06-22 

TO: MAYOR UIINFIELD C. MOSES -JR. AND MEMBERS OF THE EORT 
WAVNE CITY COUNCIL 

WHEREAS/ THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PIIBI I SHED. WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE! AND, 

WHFRFAS/ THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BY THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN! AND, 

WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
LACK OF SENSITIVTY FOR THE ECONOMIC NEEDS OF YOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANt 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES AND PAY 
EVER INCREASING CITY UTILITY BILLS! AND, 

WHEREAS, PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY UoE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION, AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LORD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMFOWNFRS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS! AND, 

MMIEIRIE'R:-:, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LORD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES! AND, 

WHFRERS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE A 
SFWAOE TREATMENT LOAD NOR COST ON THE CITY UTILITIES SEWAGE 
PLANT! AND, 

WHEPFHS, THERE IS A HEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS EECAlbE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY! AND, 

WHEREAS, FXTENTI ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THE BILLING PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEPFBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
PERIOD! AND, 


WHEREAS, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED, EXCEPT FOR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS AND EXCEPT FOR ELIMINATIONI OF‘MINIMUM BILLING, AS ABOVE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITt UTILITIEo 
SERVICE! NOW THEREFORE, 


- PAGE 1 - 


PETITION CONTINUED: 


- PAGE 2 - 


WE, the: undersigned respectfullv 

REQUEST, THAT PROPOSED ORDINANCE NO. 0 -84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30.: AND, 

WE FURTHER REQUEST , THAT ORDINANCE NO. 
0-84-06-22 BE FURTHER AMENDED, AS NECESSARY, TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS.: AND, 


WE FURTHER PROVIDE HDVHHCE 
NOTICE OIF OUR REQUEST, THAT. THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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PETITION CONTINUED: 
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NO.& ST.(ALL FT.WAVNE> ZIP DATE 
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PETITION CONTINUED: 

WE, THE UNDERSIGNED RESPECTFULLY 
REQUEST , THAT PROPOSED ORDINANCE NO. 0-84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-38; AND, 

WE FURTHER REQUEST , THAT ORDINANCE NO. 
0-84-06-22 BE FURTHER AMENDED, AS NECESSRRV, TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD-OF THE PRESENT THREE MONTHS.: AND, 

WE FURTHER PROVIDE ADVANCE 
NOTICE OF- OUR REQUEST, THAT THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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REQUEST FOR FJMENDMENT OF PROPOSED ORB INANCE MO. G-84-06-22 

TO: MAYOR W INFIELD C, MOSES -JR. BHD MEMBERS OF THE F'ORT 
WAYNE CITY COUNCIL 

WHEREAS, THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PIIBI I SHED- WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 


L1HFPFAS, THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BY THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN; AND, 

WHEREAS/ THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
LACK OF SENSITIVTV FOR THE ECONOMIC NEEDS OF YOUNG SINGLE AND/OR 
MARRIED HOMFOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANY 
WHO LIVE ALONF AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES AND PAY 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHEREAS* PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AH INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 


WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HGMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS; AND, 


WHEREAS* THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBl ISHED• LORD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING GN THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

MHEPEflS* THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
AD NOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND, 


WHEREAS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 


WHFPE"flS* EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THF KIM INC PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
PERIOD.: AND, 


MHEEF'EEF!S, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED ■ FXC.EPT FOR THE NEED FOR THE SEASON EXTENT I ON TO FOUR 
MONTHS AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS ABOVE, 
HRS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE; NOW THEREFORE, 


- PAGE 1 


- PAGE 2 


PETITION CONTINUED : 

1.1 E . THe: u m r «ers i ohej:» r'esf-eectfull_v 

RFPI IEST. THAT PROPOSED ORDINANCE NO. U-b4-Wb BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER oEC 24-ol Ao 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND/ 

■ nr rzr> iptHFF? REQUEST/ THAT ORDINANCE NO. 

r.4_0fr Ir/o' p,E FURTHER AMENDED/ AS NECESSARY/ TO INCLUDE THE 
SnS?SinNSnpTHE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENT I ON OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTH... 
INSTEAD'OF"THE PRESENT THREE MONTHS; AND/ 

, 8 r— cri iir.THFP PPClV I IDES FilDVFlMCE 
wnTTCF T nF OUR REQUEST, THAT THE USER MINIMUM 
rwfiPGF" pf" l IKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE.* IF 
NOT NOW THEN/ WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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F* f: t T X I O M 

REQUEST FOR Fl ME N DM EM T OF PROPOSED ORDINANCE MO. G-84-06-22 

TO: MAYOR WINFIELD C. MOSES JR. AND MEMBERS OF THE P'ORT 
WAVNE CITY COUNCIL 

WHEREAS; THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PUBLISHED, WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE.; AND, 

WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BY THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN; AND, 

WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
LACK OF SENSITIVTV FOR THE ECONOMIC NEEDS OF YOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANY 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
FIRE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES AND PAY 
EVER INCREASING CITY UTILITY BILLS.: AND, 


WHEREAS, PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

WHEREAS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
AD NOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND, 

WHEREAS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 

WHEREAS, EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THE BILLING PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
PERIOD; AND, 

WHEREAS, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED. FXPERT FOR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS'ABOVE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE; NOW THEREFORE, 


PAGE 1 



- PAGE 2 - 

PETITION CONTINUED: 

HIE . the UNFJERS I GMEII* RESRECTEUL_L_ V 
RE«'-«! IEST • THAT PROPOSED ORDINANCE NO. G-84-06-22 EE 
AMENDFD TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30J AND > 

WE FURTHER REQUEST.< THAT ORDINANCE NO. 
r-i~84-Qf>~22 EE FURTHER AMENDED; AS NECESSARY.- TO INCLUDE THE 
F’ROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS.: AND > 

J.jC- p-1 IPTHFP RROV IDE RODVRMl CEL 
. H TICE OF OUR REQUEST, THAT THE USER MINIMUM 
CHARGE EE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE.- IF 
NOT NOW THEN; WTTH THE NEXT INCREASE IN WATER SERVICE RATE:- WHICH 
HAVE BEEN REPORTED TO EE UNDER WAV. 
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REQUEST FOR F( MEND ME NT OF RROPOSED ORDINANCE MO. 0-84-06-22 

TO: MAYOR WINFIELD O. 1-1 OSES -JR. AND MEMBERS OF THE F'ORT 
WAYNE CITY COUNCIL 

WHEREFIS, THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PIIBI I SHED. WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

HHFPERS, THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BY THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN; AND, 

WHEREAS/ THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT- 
LACK- OF SENSITIVTY FOR THE ECONOMIC NEEDS OF YOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANY 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES AND PAY 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHEREAS^ PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED. LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMFAWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS.: AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

WHFRFAS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
AD NOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND, 

WHEREAS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 

WHERFflS, EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THF DILI INO PROCFSS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 

period; and. 


WHEREAS, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED, EXCEPT FOR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS'ABOVE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE; NOW THEREFORE, 
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PETITION CONTINUED: 


|,J E - X El EE U MIJ E R S I G M EE T.J R EE S F“ EE C X R l_l L_ L V 
RFul IRSX, THAT PROPOSED ORDINANCE NO. G-84-06-22 EE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND , 

WE FURTHER REQUESX, THAT ORDINANCE NO. 
r5-R4-0fi-22 PF FURTHER AMENDED, AS NECESSARY, TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS; AND, 

WEE RURXHER RROV IDE RDVRHOE 
|-__S | —ix ICR OR OUR REQUESX , THAT THE USER MINIMUM 
CHARGE EE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT HOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 


SIGNATURE 


NO.& ST.<ALL FT.WAYNE> ZIP 


DATE 
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REQUEST FOR RMENDMENT OF RROPOSEH ORDINANCE MO. & -84-06-22 

TO: MflVOR WINFIELD C. MOSES JR. AND MEMBERS OF THE RQRT 
WAYNE Cl TV COUNCIL 

WHEREAS, THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PUBLISHED, WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

WHFPER:=>, THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DFORFE OF POLITICAL ARROGANCE BV THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN; AND, 

WHEREAS- THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT- 
LACK OF SENSITIVTV FOR THE ECONOMIC NEEDS OF VOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MAHV 
WHO LIVE ALONF AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAV THE RENT OR MAINTAIN THEIR HOMES AND PAV 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHFREASj PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
FIND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS.: AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PIIBI I SHED. LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

NHEPEflR- THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
fill NOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND, 

WHEREAS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 

l_.j h EE R EE R S . EXTENT I ON OF THE EXEMPT I ON FOR SPRINKLING SEASON 
in FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THF DILI ING PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 

period; and, 

WHFRERS, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
PFf'E I '"'ED ■ EXCEPT FOR THE NEED FOR THE SEASON EXTENT I ON TO FOUR 
MONTHS "'AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS ABOVE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE.: NOW THEREFORE, 
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- PAGE 2 - 

PETITION CONTINUED : 

|. IE ; . THE UMTJERS I OMEEIJ RESRECTFULL V 
PFPI IFST. THAT PROPOSED ORDINANCE NO. G-84-0b-2i EE 
HMFWnFTf TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 Ao 
CALCULATED IN RCCORDRNcl WITH THE HATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND > 

PI IPTHER request, that ordinance no. 
r.4 or.oo’’ptr further amended, as necessary, to include the 

PPnStslONS OF THE PRiSENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENSION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS; AND, 

■ n r— cri 1 -j-1_» p p> p> R l _ l v I U EE E"! ID V Pll N EE 

nTTCF nl nnp'REQUEST, THAT THE USER MINIMUM 
CHAPISE PE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 



N0.& ST.<ALL FT.WAVNE) ZIP 


DATE 
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-84-06- 


MOSES XR. AND MEMBERS UF THE F'ORT 


X 0: MAVUR MIHEIELD 
MfiVHE CI TV COUNCIL 

MHEPERSL THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PIIP1 ISHED^ WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

l.ihFRFRS, the SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BV THOSE WHO WOULD vUTE 
FOR IT'S APPROVAL, AS WRITTEN; AND, 

mhff-fr?;, the same ordinance, as PUBLISHED, shows a great 

LACK Of'sENSITIVTV FOR THE ECONOMIC NEEDS OF VOUNG SINGLE^AND/OR 
m ci r.p r p t, un 0 f f|p4 0 pps . CHI! DLESS FAMILIES FIND SEN10P. CITCENS, MANr 
Hn LtSe RLWE fiND USE LESS THAN THE MINIMUM SERVICE AND ALL WHU 
FIRE STRUGGLING TO F'HV THE RENT OR MAINTAIN THEIR HOMES AMD PHr 
EVER INCREASING CITY UTILITY BILLS; AND, 

i.iHFRFRSL PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
p'pniiTrip "'qkj INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
pill'PTinN OF NEED FARSEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PPF^rNTIV APE DILI ED THE MINIMUM CHARGE FOR LESS THAN THEt UoE 
AND OTSEqSeNTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

i ni jet r«THE SAME ORDINANCE WILL, IF APPROVED AS 
RNBIX-iHFX LOAD AN UNUSED. SEWAGE SERVICE CHARGE BURDEN OH ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOME* Br 1 
SPRINKLING THEIR LAWNS AND FLOWERS; AND, 

, THE SAME ORDINANCE WILL, IF APPROVED AS 

dm^t^wftT i fiRTi AN UNUSED SEWAGE SERVICE CHARGE BURDEN FUR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

i JHFPFH• THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
HD NW ciVm'THE Ciiv UTILITIES SEWAGE PLANT; AND, 

i IUP rpFflS THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
r-c-MPT t riff Tri"" Fnl IRMONTHS FRfiM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACKXIiF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 

LJUFREflS, EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
Tfi FGI ip" MONTHS FROM THF PRESENT THREE MONTHS WOULD SVNCHRUNI t.E 
TOP D LI W PROCESS WITH THE ACTUAL METER READING SCHEDULE HMD 
tuEpfp" --TMPI TFV AND CORRECT PRESENT OVERCHARGES HND P RUBLE Mo 
WIT H ^ T H E IJ11W 0 R K A B L E COORD I NAT I OH OF BILLING WITH THE UNREAD METER 
PERIOD; AND, 

. .il. f— p*. tpz-rz ,the PRESENT MADE OF BILLING FOR SEWAGE SERVICE 
pm-T^'Fli“ FvrFPT T FiiR THE NEED FOR THE SEASON EXTENT I ON TO FOUR 
m nij t w E pi n n F pvpp p j F fiP ELIMINATION OF MINIMUM BILLING, AS RBOvE, 
HRS PROVIKD W LuiTAi[E AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SEPVICE; NOW THEREFORE, 
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PETITION CONTINUED; 


I>1El . THEl l_lNDER3 I. 13HED RERfc:.T FULL V 

REPI IEST. THAT PROPOSED ORDINANCE NO. G-84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30.: AND, 

WE FURTHER REQUEST, THAT ORDINANCE NO. 

Hi-.£4-06-22 BE FURTHER AMENDED, AS NECESSARY, TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTFAD OF THE PRESENT THREE MONTHS; AND, 


WR FURTHER RROV I IDE HD VFtMGE 
HGTICE OF OUR REQUEST, THAT THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 


SIGNATURE 



NO. & ST.(ALL FT.WAYNE > ZIP DATE 

*Ms>k JL2 

XC/X C-C c X/- ~7~7~ IV 

^6/a A _Cl -2-±-jy 

dLp-x Tk, * 

c23i._.3 : G^-_ JZ££? 

£t ^ l £> __ ~2]sl$i 
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PETITION CONTINUED: 
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REQUEST FOR Ft MEND MEN T OF PROPOSED ORDINANCE NO, 0 -84-06-22 

TO: MAYOR WINFIELD O. MOSES JR. AND MEMBERS OF THE PORT 
WAYNE CITY COUNCIL 

WHFRFRS) THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PMBI I SHED. WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

WHEREAS. THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BY THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN; AND, 

WHEREAS. THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
L ROW OF SFNSITIVTY FOR THE ECONOMIC NEEDS OF YOUNG SINGLE AND/OR 
MAPPIFD HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANY 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES AND PAY 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHEREAS. PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRFSFNTLV ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMFOWNFRS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
pi IBl ISHFD■ LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

WHERFflS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
AD NOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND, 

WHF r RE ; R 3, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 

WHEREAS . EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THF Bill TNG PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
PERIOD; AND, 

NHEPFRS . THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED. EXCEPT FOR THE HEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS ABOVE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE; NOW THEREFORE, 


- PAGE 1 


PETITION CONTINUED: 


~ PAGE 2 - 


w e: - TH EE UM»ERS I O'H E IJ RE*3 H" EEOXF'UL_ L_ V 
REQUEST. THAT PROPOSED ORDINANCE NO. O-84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND , 

HE FURTHER REQUEST , THAT ORDINANCE NO. 
,-4-84-0^-22 EE FURTHER AMENDED, AS NECESSARY, TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD’OF~THE PRESENT THREE MONTHS; AND, 

i.jj£- F"MPTHEP PRO V I DE FlX# VFIIMC-El 

CITICF OR OUR REQUEST > THAT THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 


SIGNATURE 


ZIP 


DATE 



NO.& ST.(ALL FT.WAYNE) 

A _ 

~Ma.J 2.4SS. k- Tyfy?-? 

SS1J3.5L 

i£ud.£L±Lr 

_ -Ts/p-f 

_ ?.A -m 


- ——. 

X / /T/ 

- _ -iiJJicr 

A-dJit^iL-Qz .- 2_C$rs?K 


■^s^y JX. _2-y.j£y 




_ Y/'lzty 

^ JZz&r-M 

xi/y 

jF/ 
















- Pa9e 3 - 


PETITION CONTINUED: 

3IONHTIJRE NO.& ST.CRLL FT.WRyfjE) ZIP DRTE 
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REQUEST FOR R MEND MEN T OF RROPOSED ORDINANCE MO. 0-84-06-22 

XO: MAYOR WINFIELD O. MOSES JR. AND MEMBERS OF THE FORT 
WAYNE CITY COUNCIL 

, iuct-cq<=■• THF PROPOSED ORDINANCE DATED JUNE 26 1984.. AS 
PUBLISHED* MILL ESTABLISH'MAJOR CHANGES IN THE MANNER OF BILLINO 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE.. AND, 

it lucropfle THF SAME ORDINANCE.- AS PUBLISHED* EXHIBITS A 
DE^LnRAiF E ^t r W:EE OF POLinCflL ARROGANCE BV THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN; AND, 

. rop-cic- THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
^ FOR THE ECONOMIC NEEDS OF VOUNG SINGLE AND/OR 

MQDDTrn wnr.iFni.JNFPS, CHIIDLESS FAMILIES AND SENIOR CITIZENS, MANV . 

HO uSe ALONF AN? USE LESSTHAN fHE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES HND PAY 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHFRFAA, PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
pprv'TTlF AN INCENTIVE FOP WATER CONSERVATION AND COINCIDENT 
peSuctIan gf Seed for sewaSe treatment capacity for those who 
priCrMTfv QPF PTLI ED THF MINIMUM CHARGE FOR LESS THAH THEt UoE 
mDioNSEQUEOTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

. Hjcrr-poo THE SAME ORDINANCE WILL, IF APPROVED AS 
PH^fsHE^ L^i . AH^IJNUSED' SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMFOWNFRS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMEo Et 1 
SPRINKLING THEIR LAWNS AND FLOWERS; AND, 

I IHFPFRS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUPL^HED* LOAD AH UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINGING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

I.JHFPEflS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
REMTOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND, 

. n. .rrocroc- TWFPF T A NEED TO EXTEND THE "SPRINKLING SEASON 
^^FO,IR MONTHS FROM THE PRESENT THREE MONTHS BECAUSEXiF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SFRINKLING 
IS OFTEN MOST NECESSARY; AND, 

LJHFPFflS, EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
S L-mp MTinTWc:;' FPiiM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
™t F 2Vm ^PROCESS WITH THE ACTI AL METER READING SCHEDULE AND 
Tur D ?^"cTMp^FV AND rriRPECT PRESENT OVERCHARGES AND PROBLEMS 
WI TH^THE^UHWORKABLE^COORD I HAT I ON OF BILLING WITH THE UNREAD METER 

period; and, 

. THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 

pppcEXCEPT FAR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MiTNTHA AND EXCFPT FOR ELIMINATION OF MINIMUM BILLING,■ flo ABO/t, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITr IJTI LIT IE- 
SERVICE; NOW THEREFORE, 
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PET ITIOH COHTINUED : 

«iicr thf i gwriFRS I. OHEEIJ FtEESF‘EOT F"UL_ L_ -r 
RFOUEST.' THAT PROPOSED ORDINANCE NO. 13-84-06-22 EE 
"nr-Liritrrr Tn pi tmtnrTF THE USER MINIMUM CHARGES UNDER 3 EC A’- 1 

CALCULATED IN ACCORDaS! WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND, 

i nr cr s ipthFP F'EEQ* IEST, THAT ORDINANCE NO. 

EX?In? S S 0 F F tSe E sPrI«UnS llfiSON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS i AND, 

WE ™3 t K| r 0 Er°reomest™ C tw user minimum 
have been reported to be under wav. 


SIGNATURE 
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REXITIOM 

REQUEST FOR RMENDMENT OF PROPOSED ORDINRNCE MO. 0 -84-06-22 

TO: MflVOR WINFIELD O. MOSES -JR. FIND MEMBERS OF THE PORT 
WAYNE Cl TV COUNCIL 

WHERERS , THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PIIBI I SHED. WILL ESTABLISH MAJOR CHANGES IN THE MANNER. OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

WHEREAS; THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BV THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN.: AND, 

WHERERS, THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
LACK OF SENSITIVTV FOR THE ECONOMIC NEEDS OF VOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANY 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
APE STRUGGLING TO PAV THE RENT OR MAINTAIN THEIR HOMES AND PAV 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHEREAS, PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PIIBI I SHED. I OAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS; AND, 

WHERERS, THE SAME ORDINRNCE WILL, IF APPROVED AS 
PIIBI. I SHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

WHEREAS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE A 
SEWAGE TREATMENT LOAD NOR COST ON THE CITY UTILITIES SEWAGE 
PLANT; AND, 


WHEF?FEFI3, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FRFOlIFNr LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY.: AND, 


NHFRFR c ; , EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THE BILL TNG PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 

period; and, 


WHEREAS, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED, EXCEPT FOR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS "AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS ABOVE, 
HAS PROVIDED AH EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE; NOW THEREFORE, 
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NE, THE UNDERSIGNED RESPECTFULLY 
REQUEST/ THAT PROPOSED ORDINANCE NO. 0-84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30.: AND > 

WE FURTHER REQUEST/ THAT ORDINANCE NO. 

0 -84-06-22 BE FURTHER AMENDED; AS NECESSARY.. TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENT!ON OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS.: AND.. 


WE FURTHER PROVIDE ADVANCE 
NOTICE OIF OUR REQUEST/ THAT THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE.- IF 
NOT NOW THEN; WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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REQUEST FOR FtMENDMENT OF PROPOSED ORDINANCE NO. 0-84-06-22 

TO: MAYOR WINFIELD O. MOSES -TR. AND MEMBERS OF THE F"ORT 
WAVNE CITY COUNCIL 

WHEREAS > THE PROPOSED ORDINANCE DATED JUNE 26 1934/ AS 
PUBLISHED^ WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND.. 

, hmfpfhS . THE SAME ORDINANCE,. AS PUBLISHED/ EXHIBITS A 
DEPLOTflBLE DEGREE OF POLITICAL ARROGANCE BY THOSE WHO WOULD VOTE 
FOR ITS APPROVAL/ AS WRITTEN; AND/ 

i 1H FPFfl c L THE SAME ORDINANCE/ AS PUBLISHED,. SHOWS A GREAT 
LflCK^F ISmVTY FOR THE ECONOMIC NEEDS OF YOUNG SINGLE AND/OR 
MAPPIFD HOMEOWNERS. CHILDLESS FAMILIES AND SENIOR CITIZENo/ MANY 
HO u“e ALONF AND IISE LESS THAN THE MINIMUM SERVICE AND ALL HO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES AND PAt 
EVER INCREASING CITY UTILITY BILLS; AND/ 

MHFREAS/ PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
PFD irTIOH OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PppcpHjfv ARE BILl ED THF MINIMUM CHARGE FOR LESS THAN THEY USE 
AND"CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND/ 

MHFREAS/ THE SAME ORDINANCE WILL/ IF APPROVED AS 
PUBLISHED.. LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HQMEo BY 
SPRINKLING THEIR LAWNS AND FLOWERS; AND/ 

i loppFH’S ■ THE SAME ORDINANCE WILL/ IF APPROVED AS 
PUBLISHED; LORD an UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO/ BECAUSE OF NEED OR OTHERWISE/ SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND/ 

WHEREAS/ THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
AD NOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND,. 

.twfpf TS A NEED TO EXTEND THE "SPRINKLING SEASON 
FVFMPTIOhFTC i""fOUR^MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND/ 

. u r b i pr- cp. ip- pi , EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO four"" MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONISE 
™f EILI WQ plnCESR WITH THE RCTUflL METER RERBTHG SCHEDULE AND 
thppfrY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
PERIOD; AND/ 

„ lueupoc THF PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
SrEPTFOR THE NEED FOR THE SEASON EXTENT I ON TO FOUR 
muri- AND E'vrFPT FOR ELIMINATION OF MINIMUM BILLING/ AS ABOVE/ 
HAS pgnVOED AN EQUiTAiLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 

service; now therefore,. 
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PETITION CONTINUED: 

WE j. the: undersigned respectfijllv 

REQUEST, THAT PROPOSED ORDINANCE NO. G-84-06-22 EE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-38; AND, 

WE FURTHER REQUEST, THAT ORDINANCE NO. 

G-84-06-22 BE FURTHER AMENDED, AS NECESSARV, TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS; AND, 

W F F U RTHER PRO V IDE R ID V R H O EE 
HOT I CE OF OUR REQUEST, THAT THE USER MINIMUM 
CHARGE EE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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REQUEST FOR RMENDMEHT OF RROPOSEH ORDT.NANCE MO. G-84-06-22 

TO: MAYOR WINFIELD O. MOSES -JR. RND MEMBERS OF THE F'QRT 
WFIVNE CI TV COUNCIL 

WHEREF!S, THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PUBLISHED, WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BV THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN.: AND, 

WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT- 
LACK OF SENSITIVTV FOR THE ECONOMIC NEEDS OF VOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANY 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
APE STRUGGLING TO PRY THE RENT OR MAINTAIN THEIR HOMES AND PAY 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHEREAS, PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRFSENTLV ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS.: AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

WHEREAS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
AD NOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND, 

WHEREAS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FRFPIIENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 

WHEREAS, EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THF B ILI TNG PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THFPFEV SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
PERIOD.: AND, 

WHFREflS, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RFCFIVFD. FXOEPT FOR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS'ABOVE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE; NOW THEREFORE, 
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PAGE 


1--.S El - X M EE U M D EE R S I O M EE D R E- R hr:O X R U L_ L V 
PPRI IESX ■ THAT PROPOSED ORDINANCE NO. d-84-06-22 EE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND; 

WE FURTHER REQUEST , THAT ORDINANCE NO. 
n-PA-m-22 EE FURTHER AMENDED, AS NECESSARY; TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTFAD OF THE PRESENT THREE months; AND; 


WE FURXHER 
MOXICE OE 


RROVIDE RDVRMCE 
_ I_IR REQUEST, THAT THE USER MINIMUM 
CHARGE EE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE; IF 
HOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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REQUEST FOR RMENDMENT OF RROPOSEB ORDINANCE MO. 0-84-06-22 

TO: MAYOR WINFIELD C. MOSES JR. AND MEMBERS OF THE RORT 
WAYNE CITY COUNCIL 

WHEREAS/ THE PROPOSED ORDINANCE DATED JUNE 26 1934, AS 
PUBLISHED, WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A _ 

' DEPLORABLE DEGREE OF POLITICAL ARROGANCE BY THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN; AND, 

WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
IRCK OF SENSITIVTY FOR THE ECONOMIC NEEDS OF YOUNG SINGLE AND/OR 
Mopp t pri HOMEOWNERS • CHI! BLESS F AM ILIES AND SEN I OR CITI ZENo, MAN t 
WHO 'live ALONE AND'USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES HND PAt 
EVER INCREASING CITY UTILITY BILLS; AND, 

WH CPF FIS, PROVISION OF BILLING FOR ACTUAL USAGE WOULD 

provide" an incentive for water conservation and coincident 

REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BIl LED THE MINIMUM CHARGE FOR LESS THAN THEV USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION, HND, 

NHEREflS. THE SAME ORDINANCE WILL, IF APPROVED AS 
PUPI TSHEdT load AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON HLL 
HOMEOWNFRS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED- LORD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FUR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

uiMFPFRS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
AD NOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND, 

MHFPFflS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO ’FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 

UHFPFAS- EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THF DILI TNG PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THFPFPVSIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH'THE'UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 

period; and, 

r imfpfRS;, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED. FXCEPT FOR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS ABOVE, 
HFlS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITt UTILITIES 

service; now therefore, 
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We: THE! UNDERSI GMEIJ RESRECT RULLV 

REQUEST, THAT PROPOSED ORDINANCE NO. <3 -84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND, 

WE FURTHER REQUEST, THAT ORDINANCE NO. 

G-84-06-22 BE FURTHER AMENDED, AS NECESSARY, TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS; AND, 


WEE FURTHER PROVIDE ADVANCE 
WOT ICE OR OUR REQUEST, THAT THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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REQUEST FOE Fl MEN DM ENT OF RROPOSED ORDINANCE MO. 0-84-06-22 

T n : MAYOR HI INFIELD C. MOSES -JR. AND MEMBERS OF THE F' OR I 
WAYNE O I TV COUNCIL 

WHFPFRS; THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PI If: I I SHED ■ WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

WHEPFAS. THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BV THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN; AND, 

WHEREflSL THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
LflCK OF SFNSITIVTV FOR THE ECONOMIC NEEDS OF VOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANY 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES AND PAY 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHFREflS, PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED. LOAD AH UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS.: AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

WHEREAS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE 
AD NOR COST ON THE CITY UTILITIES SEWAGE PLANT; AND, 

WHEREAS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 

WHEREAS, EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THF BUI TNG PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEPFBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
PERIOD; AND, 


WHFPFPS, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED. FXOEPT FOR THE NEED FOR THE SEASON EXTENT I ON TO FQIJR 
MONTHS AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS’ABOVE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE.: HOW THEREFORE, 
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S -1E - THE' U M D El R S X G M EIJ R E G l~“ E *_* T E U L_ L V 

REQUESTTHAT PROPOSED ORDINANCE NO. G-84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30.: AND , 

WE FURTHER REQUEST, THAT ORDINANCE NO. 

Hi-p,4-06-22 PE FURTHER AMENDED, AS NECESSARY.- TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS; AND > 

WF FURTHER RROV IDE RIJVRM C E 
NOTICE OF OUR REQUEST, THAT THE USER MINIMUM 
CHARGE EE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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REQUEST FOR RMENDMENT OF PROPOSED ORDINANCE MO. 0-84-06-22 

TO: MAYOR WINFIELD C. MOSES -JR. AND MEMBERS OF THE PORT 
UIAYNE C.ITV COUNCIL 

WHERERSi THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
plJBl I SHED. WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE; AND, 

WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS R 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BV THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN.: AND, 


WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREHT 
LACK OF SENSITIVTV FOR THE ECONOMIC NEEDS OF YOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANY 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
APE STRUGGLING TO PRY THE RENT OR MAINTAIN THEIR HOMES AND PAY 
EVER INCREASING CITY UTILITY BILLS; AND, 

WHEREAS, PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 


WHEREAS. THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS; AND, 

WHEREAS) THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; AND, 

WHEREAS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE A 
SEWAGE TREATMENT LOAD NOR COST ON THE CITY UTILITIES SEWAGE 
plant; AND, 


WHEREAS) THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY.: AND, 


MHEPEA 3 . EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR'MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THE' BILLING PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
PERIOD; AND, 


WHEREAS, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED, EXCEPT FOR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS“AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS ABOVE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE; NOW THEREFORE, 
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REQUEST FOR RMENDMENT OF RR0P0SED ORDINANCE MO. 0-84-06-22 

X0= MAYOR WINFIELD C. MOSES JR. RHD MENDERS OF THE RORT. 
WfiVNE Cl TV COUNCIL 

WHERERS; THE PROPOSED ORDINANCE DATED JUNE 26 1984. RS 
PUBLISHED. WILL ESTABLISH MRJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE. AND. 

WHEREAS) THE SRME ORDINANCE. RS PUBLISHED. EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BV THOSE WHO WOULD VOTE 
FOR ITS APPROVAL. RS WRITTEN; AND. 

WHEREAS. THE SAME ORDINRNCE. RS PUBLISHED. SHOWS R GRERT 
LACK OF SEN3ITIVTY FOR THE ECONOMIC NEEDS OF YOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS. CHILDLESS FAMILIES AND SENIOR CITIZENS. MANY 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE RNB ALL WHO 
ARE STRUGGLING TO PRY THE RENT OR MAINTAIN THEIR HOMES RND PHY 
EVER INCREASING CITY UTILITY BILLS; RND. 

WHEREAS) PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE RN INCENTIVE FOR WATER CONSERVATION RND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHRRGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND. 

WHERE FIS. THE SAME ORDINANCE WILL. IF APPROVED AS 
PUBLISHED. LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LRWNS AND FLOWERS; RND. 

WHEREAS) THE SAME ORDINANCE WILL. IF APPROVED AS 
PUBLISHED. LOAD RN UNUSED SEWAGE SERVICE CHRRGE BURDEN FOR 
SPRINKLING ON THOSE WHO. BECAUSE OF NEED OR OTHERWISE. SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES; RND. 

WHEREAS) THE USE OF WATER FOR SPRINKLING DOES NOT CREATE A 
SEWAGE TREATMENT LOAD NOR COST ON THE CITY UTILITIES SEWAGE 
PLANT; RND. 

WHEREAS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND. 

WHEREAS, EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
jn FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THE BILLING PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
period; RND. 


WHEREAS. THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED. EXCEPT FOR THE NEED FOR THE SEASON EXTENT I ON TO FOUR 
MONTHS AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING. AS ABOVE. 
HAS PROVIDED RN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 

service; now therefore. 
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WETHE UNDERSIGNED RESPECTFULLY 
REQUEST, THAT PROPOSED ORDINANCE NO. >3-84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30.: AND, 

WE FI IRTHER REQUEST , THAT ORDINANCE NO. 
0-84-06-22 BE FURTHER AMENDED, AS NECESSARY, TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS j AND, 

WE FURTHER PROVIDE flTiVRNCE 

notice or our request, that the user minimum 

CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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WE. XHEI UNDERSIGNED RESPECTFULLY 
REQUEST . THAT PROPOSED ORDINANCE NO. 0 -84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND. 


WE FURTHER REQUEST. THAT ORDINANCE NO. 

0 -84-06-22 BE FURTHER AMENDED. AS NECESSARY. TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS; AND. 


WE FURTHER PROVIDE ADVANCE 
M U X 1 CE OR O UR REE Ql l_l EST/ TH A 7 THE USER MINI Ml IM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE. IF 
NOT NOW THEN. WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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1-4! EE .* THE UM TJ EERS I OHEEIJ REESF*EECXF- UL_ l- V 
REQUEST., THAT PROPOSED ORDINANCE NO. 0-84-06-22 EE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30.: AND, 

WEE FURTHER REQUEST , THAT ORDINANCE NO. 
O-A4-06-22 EE FURTHER AMENDED, AS NECESSARV, TO INCLUDE THE 
PROVISIONS riF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS; AND, 


WEE FURTHER RRO V I DE RD VFSMOEE 
NOTICE OE OUR REQUEST, THAT THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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NETHE; UNDERSIGNEH RESPECTFULLY 
RROIJRST; THAT PROPOSED ORDINANCE NO. 0-84-06-22 BE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30; AND; 

UIF FURTHER REQUEST THAT ORDINANCE NO. 
n-R4-afi-22 BE FURTHER AMENDED; AS NECESSARY; TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENT ION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHS.: AND; 


WF FURTHER PROVIDE ADVANCE 
MOT ICE OR OUR REQUEST ; THAT THE USER MINIMUM 
CHARGE BE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE; IF 
NOT NOW THFN; WITH THE NEXT INCREASE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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REQUEST FOR RMENDMENT 

TO: r-lflVOR WINFIELD O 
WfiVNE Cl TV COUNCIL 


R 


T I T I O T-l 

OF RROPOSED ORDINANCE MO. 0-84-06-22 
. MOSES -JR. AND MEMBERS OF THE RORT 


WHEREAS/ THE PROPOSED ORDINANCE DATED JUNE 26 1984, AS 
PUBLISHED, WILL ESTABLISH MAJOR CHANGES IN THE MANNER OF BILLING 
DOMESTIC CUSTOMERS FOR SEWAGE SERVICE.: AND, 

WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, EXHIBITS A 
DEPLORABLE DEGREE OF POLITICAL ARROGANCE BV THOSE WHO WOULD VOTE 
FOR ITS APPROVAL, AS WRITTEN.: AND, 


WHEREAS, THE SAME ORDINANCE, AS PUBLISHED, SHOWS A GREAT 
LACK OF SENSITIVTY FOR THE ECONOMIC NEEDS OF VOUNG SINGLE AND/OR 
MARRIED HOMEOWNERS, CHILDLESS FAMILIES AND SENIOR CITIZENS, MANY 
WHO LIVE ALONE AND USE LESS THAN THE MINIMUM SERVICE AND ALL WHO 
ARE STRUGGLING TO PAY THE RENT OR MAINTAIN THEIR HOMES AND PAY 
EVER INCREASING CITY UTILITY BILLS.: AND, 

WHEREAS, PROVISION OF BILLING FOR ACTUAL USAGE WOULD 
PROVIDE AN INCENTIVE FOR WATER CONSERVATION AND COINCIDENT 
REDUCTION OF NEED FOR SEWAGE TREATMENT CAPACITY FOR THOSE WHO 
PRESENTLY ARE BILLED THE MINIMUM CHARGE FOR LESS THAN THEY USE 
AND CONSEQUENTLY SEE NO ECONOMIC INCENTIVE FOR CONSERVATION; AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN ON ALL 
HOMEOWNERS WHO SHOW PRIDE IN THE APPEARANCE OF THE HOMES BY 
SPRINKLING THEIR LAWNS AND FLOWERS.: AND, 

WHEREAS, THE SAME ORDINANCE WILL, IF APPROVED AS 
PUBLISHED, LOAD AN UNUSED SEWAGE SERVICE CHARGE BURDEN FOR 
SPRINKLING ON THOSE WHO, BECAUSE OF NEED OR OTHERWISE, SUPPLEMENT 
THEIR DIET WITH HOME GROWN VEGETABLES.: AND, 


WHEREAS, THE USE OF WATER FOR SPRINKLING DOES NOT CREATE A 
SEWAGE TREATMENT LOAD NOR COST ON THE CITY UTILITIES SEWAGE 
PLANT.: AND, 


WHEREAS, THERE IS A NEED TO EXTEND THE "SPRINKLING SEASON 
EXEMPTION TO FOUR MONTHS FROM THE PRESENT THREE MONTHS BECAUSE OF 
FREQUENT LACK OF RAINFALL DURING THE FOURTH MONTH WHEN SPRINKLING 
IS OFTEN MOST NECESSARY; AND, 


WHEREAS, EXTENT I ON OF THE EXEMPTION FOR SPRINKLING SEASON 
TO FOUR MONTHS FROM THE PRESENT THREE MONTHS WOULD SYNCHRONIZE 
THE BILLING PROCESS WITH THE ACTUAL METER READING SCHEDULE AND 
THEREBY SIMPLIFY AND CORRECT PRESENT OVERCHARGES AND PROBLEMS 
WITH THE UNWORKABLE COORDINATION OF BILLING WITH THE UNREAD METER 
PERIOD.: AND, 


WHEREAS, THE PRESENT MODE OF BILLING FOR SEWAGE SERVICE 
RECEIVED, EXCEPT FOR THE NEED FOR THE SEASON EXTENTION TO FOUR 
MONTHS AND EXCEPT FOR ELIMINATION OF MINIMUM BILLING, AS ABOVE, 
HAS PROVIDED AN EQUITABLE AND OTHERWISE ACCEPTABLE CITY UTILITIES 
SERVICE; NOW THEREFORE, 


- PAGE 1 
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PETITION CONTINUED: 


# 


HE, the; undersigned respectfully 

REQUEST > THAT PROPOSED ORDINANCE NO. 0-84-06-22 EE 
AMENDED TO ELIMINATE THE USER MINIMUM CHARGES UNDER SEC 24-31 AS 
CALCULATED IN ACCORDANCE WITH THE WATER CONSUMPTION SCHEDULE IN 
SEC 24-30.i AND, 


WE FURTHER REQUEST . THAT ORDINANCE NO. 
0-34-06-22 EE FURTHER AMENDED, AS NECESSARY, TO INCLUDE THE 
PROVISIONS OF THE PRESENT SPRINKLING SEASON EXEMPTIONS PLUS THE 
EXTENTION OF THE SPRINKLING SEASON EXEMPTION TO FOUR MONTHS 
INSTEAD OF THE PRESENT THREE MONTHSI AND, 


WE FURTHER PROVIDE ADVANCE 
NOTICE OIF OUR REQUEST, THAT THE USER MINIMUM 
CHARGE EE LIKEWISE ELIMINATED FROM BILLING FOR WATER SERVICE, IF 
NOT NOW THEN, WITH THE NEXT INCREHSE IN WATER SERVICE RATES WHICH 
HAVE BEEN REPORTED TO BE UNDER WAV. 
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The City of Fort Wayne 


July 27, 1984 


Ms. Trudy Sterling 

Fort Wayne Newspapers, Inc. 

600 West Main Street 
Fort Wayne, IN 46802 

Dear Ms. Sterling: 

Please give the attached full coverage on the dates 
of July 31, 1984 and August 7, 1984, in both the News 
Sentinel and Journal Gazette. 


RE: Legal Notice fo'r Common Council 
of Fort Wayne, IN 

Bill No. G-84-06-22 
General Ordinance No. G-17-84 

"Sewer and Sewerage System" 


Please send us 5 copies of the Publisher's Affidavit 
from both newspapers. 


Thank you. 



Sincerely yours 


Sandra E. Kennedy 
City Clerk 


SEK/ne 
ENCL: 1 


An Equal Opportunity Employer 
One Main Street, Fort Wayne, Indiana 46802 
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LEGAL NOTICE- 


.ce is hereby given that on the 24th _day of 

July , 19 84 r the Common Council of the City 


’ort Wayne, Indiana, in a 
following Bill No. G-84-06-22 
.nance No._ G-17-84 _ 


Regular 


_Session did pass 
General 


BILL NO. G-84-06-^^ 


GENERAL ORDINANCE NO. 




AN ORDINANCE REPEALING CHAPTER 24 OF THE FORT WAYNE 
MUNICIPAL CODE AND SUBSTITUTING AND ENACTING THEREFOR 
A NEW CHAPTER 24 ENTITLED "SEWERS AND SEWERAGE SYSTEM" 
FOR THE PURPOSE OF ADJUSTING RATES AND OTHER PROVISIONS 
SET FORTH THEREIN. 


WHEREAS, the Common Council now finds that the fees 
charged for services rendered by the Sewage Itforks owned and 
operated by the City of Fort Wayne are not sufficient to maintain 
the Sewage Works in the sound physical and financial condition 
necessary to render adequate and sufficient service and that 
said fees are not sufficient to pay all expenses to operate and 
maintain the Works; to pay interest charges on bonds or other 
obligations; to provide the sinking fund required for revenue 
bonds heretofore issued; to provide adequate money to bo used 
as working capital; to provide adequate money for improving and 
replacing the Works; and to provide the amount of money suffi¬ 
cient to compensate the City for the property taxes that would 
be paid on the Sewage Works if the Sewage Works were privately 
owned; and, 

WHEREAS, certain terms and conditions incident to the 
_ j _-•__.c nnn-^iof'n'minatnrv service to users 














The City of Fort Wayne 


August 1, 1984 


Ms. Trudy Sterling 

Fort Wayne Newspapers, Inc. 

600 West Main Street 
Fort Wayne, IN 46802 

Dear Ms. Sterling: 

Please give the attached full coverage on the dates 
of August 4, 1984 and August 11, 1984, in both the News 
Sentinel and Journal Gazette. 


RE: Legal Notice for Common Council 


of Feu 


Bill No. G-84-06-22 

General ORdinance No. G-17-84 


"Sewer and Sewerage System" 


Please send us 5 copies of the Publihser's Affidavit 
from both newspapers. 

[ Thank you. 


Sincerely yours 



Sandra E. Kennedy 
City Clerk 


SEK/ne 
ENCL: 1 


An Equal Opportunity Employer 
One Main Street, Fort Wayne, Indiana 46802 



The City of Fort Wayne 


June 26, 1984 


Ms. Trudy Sterling 

Fort Wayne Newspapers.- Inc. 

600 West Main Street 
Fort Wayne, IN 46802 

Dear Ms. Sterling: 

Please give the attached full coverage on the date of 
June 29, 1984, in both the News Sentinel and Journal 
Gazette. 


RE: Legal Notice for Common Council 

of Fort Wayne, IN 

Bill No. G-84-06-22 

Please send us 5 copies of the Publisher's Affidavit from 
both newspapers. 

Thank you. 



oanara r, . j 
City Clerk 


SEK/ne 
ENCL: 1 


An Equal Opportunity Employer 
One Main Street, Fort Wayne, Indiana 46802 


NOTICE OF HEARING ON 
PROPOSED RATES AND CHARGES 
OF FORT WAYNE SEWAGE WORKS 


Property owners and other interested parties in the 
City of Fort Wayne are hereby notified that on June 26, 1984, the 
Common Council introduced Ordinance No. G-84-06-22 , thereby 

determining to establish rates and charges for services to be 
rendered by the sewage works. At a meeting of the Common Council 
to be held at 7:30 _ P • M . (Fort Wayne Time) , 


on July 10, 1984, in the Council Chambers, there will be a public 
hearing on the matter of the rates and charges, and consideration 
of adoption of said Ordinance No. G-84-06-22 f w hich provides 


in part as follows: 

Sec. 24-3-5 Sewer Tap Permits 

Sewer tap permits shall be obtained from the 
City's New Water and Sewer Permit Office and shall 
be issued only to licensed sewer tap contractors, 
who shall pay to the Sewage Utility a fee of fifty 
dollars ($50.00) for each sewer tap permit for a 
standard six-inch service, a fee of ninety dollars 
($90.00) for each sewer tap permit for a special 
six-inch service (such as a sewer tap into a 
collection system manhole) and a fee of ninety 
dollars ($90.00) for each sewer tap permit for a 
sewer service larger than six-inches. The afore¬ 
mentioned charges will apply to similar types of 
taps into the City storm sewer system. Not later 
than 48 hours after making each sewer tap and 
building of the sewer installation, the tap 
contractor or property owner shall notify the New 
Water and Sewer Permit Office of such connections 
so that an inspection may be made by the Utility 
prior to backfilling the said sewer installation. 


Sec. 24-7. Penalty for Violations 

Any landowner, firm or corporation who violates or fails to comply with any 
provision of this Chapter or of the Rules and Regulations of the Board of 
Public Works pertaining thereto, shall be deemed to have committed a Class 
B infraction and upon conviction thereof be subject to a fine of up to 
$1000.00 per infraction as provided by Indiana Code 34-4-32-4. Each day 
that such violation(s) or noncompliance continues shall constitute a 
separate offense. 








Article VI. - User Charges 


Sec. 24-30. User Volume Charges. 

The water usage schedule upon which charges for services rendered by the 
Sewer Utility shall be based on water consumption unless otherwise metered 
or exempted in accordance with the following user classifications and the 
following charges for services for each such classification: 




Class of User 



Domestic 

Manufacturing 

Treatment 


20.52 

20.52 

Conveyance, Collection, Billing 


19.96 

13.01 

Capital 


12.84 

10.33 

Pretreatment Administration 


-0- 

2.50 

Total User Charge 


53.32 

46.36 

Sec. 24-31. User Minimum Charges 




In the event the monthly sewage 

service 

charge calculated in accordance 

with the water consumption schedule in 

Sec. 24-30 

does not exceed the 

minimum monthly charge for each 

class of 

user as set 

forth thereafter user 

shall pay said minimum monthly 

charge in lieu of 

the charge calculated 

based on water usage, as follows: 




Water Meter Size 


Minimum Monthly Charge 

5/8 - 3/4" 



$ 2.66 

1 - IV 



9.40 

2" 



19.17 

3" 



38.52 

4" 



64.04 

6" or larger 



177.87 


Sec. 24-32. User Flat Charges. 


In the event any user is not a metered water customer, there shall be 
imposed flat charge rates as follows: 


Classification of Customer 

Domestic User - Single Family Dwelling 
Domestic User - Multi Family Dwelling 
Commercial and Industrial User 


Monthly Flat Charge (1) 

In-City Ou t-City 

$5.33 $6.39 

To be estimated by City 
To be estimated by City 


(1) Monthly flat charges for multi-family dwellings shall be based on the 
number of family units accommodated by the system multiplied by the single 
family dwelling monthly charges. Monthly flat charges for commercial and 
industrial establishments may be based either on number of employees; the 
manufacturing processes used; other pertinent sewer use indicators; or 
outfall measurements where such data is available. 


The Utility shall retain documentation supporting its estimates and the 
billings based thereon. Such determination of billings may be reviewed and 
adjusted by the Utility at any time. However, no adjustment, additional 
charge or refund may be made more than six (6) years after the due date of 
the billing sought to be adjusted. 
















Sec. 24-33. Contract Customers - Unit and Other Charges. 


In the event the City consummates a contract to serve as a regional treat¬ 
ment plant for any other municipality or private sewage utility, either 
contiguous to the City or in its environs, said contract shall provide for 
the following unit charges: 

-1 Volume Charge (cents per 100 cu. ft.) 

Treatment 20.52 

Capital Charge 12.88 

33.40 

-2 Variable Charge (cents per 100 cu. ft.) 

A variable charge for conveyance and collection 
costs attributable to the portion of the convey¬ 
ance system and operating costs associated there¬ 
with used by the contract customer shall be 
computed by the City and added to the volume 
charge. 

-3 Flat Charge 

In addition to the foregoing charges based on 
volume of sewage treated and conveyed each con¬ 
tract customer will pay a monthly billing charge 
of $.60 and a monthly surveillance charge of 
$90.00. 

-4 Excess Strength of Wastes Surcharge 

In the event a contract customer contributes waste 
having a strength in excess of domestic waste 
characteristics, as hereinbefore defined, a sur¬ 
charge based on the following unit process charge 
will be in effect for all waste found to be in 
excess of limitations: 

Cents Per Pound 

Suspended Solids - (SS) 4.304 

Biochemical Oxygen 

Demand - (BOD) 4.300 

Phosphorus - (P) 41.193 


-5 Capital Surcharge 

In the event contract customer delivers sewage for 
treatment to City for a period of 90 consecutive 
days which is in excess of base MGD contracted 
for, then customer will be subject to an addi¬ 
tional capital charge computed at the capital 
charge (per 100 cu. ft.) then in effect times the 
excess percentage of MGD represented by dividing 
actual MGD by contracted MGD. 

-6 Other Provisions 

In the event sewage received pursuant to any 
contract entered into under this section exceeds 










any of the limitations imposed by this Chapter, 
the City shall have the right to impose all* 
charges, limitations and penalties applicable to 
any noncontract user by the City. Each contract 
entered into by the City pursuant to the foregoing 
rate classification shall provide that the 
contract customer shall agree to enact and main¬ 
tain a Sewer Use Ordinance and User Charge System 
acceptable to the City and in conformance with the 
City's obligations under Sec. 204 (b) (1). Public 
Law 92-500 as amended and supplemented and guide¬ 
lines and regulations promulgated thereunder by 
the U.S. Environmental Protection Agency and 40 
CFR 35-905-8, 35-928-1 and 35-928-2, and 

35-935-13. 

Sec. 24-34. Bulk Waste Charges. 

Industrial - For all industrial waste suitable for disposal directly 

through the plant digesters which has been delivered by 
the Customer to City’s plant - $178.50 per load. For 
purposes of computing charges hereunder, a load is 
defined as 5000 gallons of tank capacity or fraction 
thereof. 

Domestic - For all domestic waste delivered to plant by customer's 

truck or tank - $26.10 per load. For purposes of 

computing charges hereunder, a load is defined as 1,000 
gallons of tank capacity or fraction thereof. 


Sec. 24-38. Waste Evaluation Charges 

All users discharging wastes into the system requiring continuing surveil¬ 
lance sampling and waste evaluation shall be subject to a monthly fixed 
charge to cover the costs of such services in the amount of $90.00 per 
discharge point . 


Article IX. Delinquent Accounts 
Sec. 24-46. How Delinquencies Arise. 

Charges for sewerage service levied pursuant to this Chapter shall be due 
and payable on or before the due date stated on the bill. Any charge for 
sewerage service not paid by the due date shall be delinquent, and may be 
collected, with any applied penalty, recording fees, service charges, 
attorney's fees, interest and court costs, if any, in accordance with this 
Chapter and with Indiana Code Sections 36-9-23-31 through 36-9-23-34. A 
penalty of ten percent (10%) of the amount of the charges for sewerage 
service shall be attached to the delinquent charges. 

Sec. 24-47. Collection Through Shutting Off Water Service. 

Where the property having a delinquent account for charges for sewerage 
service is served by the City's Water Utility, the Utility may, after 








reasonable notice to the person being filled, as provided by the Rules and 
Regulations of the Utility adopted by the Board of Works, shut off water 
service to the property. Water service shall not be restored until the 
delinquent account, together with the costs of turning off and turning on 
the water, shall have been paid. 

Sec. 24-48. Collection Through Terminating Sewer Service. 

In addition to all other remedies provided, the Utility may, after reason¬ 
able notice to the person being billed, as provided by the Rules and Regu¬ 
lations of the Utility adopted by the Board of Works, terminate sewerage 
service to the property. Sewerage service shall not be restored until the 
delinquent account, together with the costs of terminating and reconnecting 
the sewer service, shall have been paid. 

Sec. 24.49 List of Delinquent Fees and Penalities - Tax Duplicates - 
Collection . 

Delinquent charges for sewerage services, and applied penalties, recording 
fees, and service charges may be made a lien upon the property and may be 
collected in accordance with the provisions of Indiana Code 36-9-23-32 and 
36-9-23-33. 

Sec. 24-50. Collection Through Court Actions. 

In addition to the foregoing remedies, the Utility may recover the amount 
of the charges for sewerage services, penalty, and a reasonable attorney’s 
fee in a civil action, and may foreclose a lien established by this Chapter 
in accordance with Indiana Code 36-9-23-34. 


Dated: June 26, 1984 


Sandra 


A- 


E. Kenn< 
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That this Ordinance shall be in full force and effect 
from and after its passage, any and all necessary 
approval by the Mayor and due legal publication 
thereof. 


Thomas-C. Henry 


COUNCIL MEMBER 


Read the third time in full and on motion by Henry, seconded 
by Redd, and duly adopted, placed on its passage. PASSED by the 
following vote: 


Ayes: Seven 

Bradbury, Eisbart, GiaQuinta, Henry, Redd, Stier, 

Talarico 

Nays: Two 

Burns, Schmidt 

Date: 7-24-84 Sandra E. Kennedy 

City Clerk 

Passed and adopted by the Common Council of • the City of Fort 
Wayne, Indiana, as General Ordinance No. G-17-84 on the 24th 
day of July, 1984. 

ATTEST: (SEAL) 

Sandra E. Kennedy Ben A. Eisbart 

City Clerk Presiding Officer 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, 
on the 25th day of July, 1984, at the hour of 11:30 A.M.,E.S.T. 

Sandra E. Kennedy 
City Clerk 

Approved and signed by me this 25th day of July, 1984, at 
the hour of 3:00 o'clock P.M.,E.S.T. 


Win Moses, Jr. 
Mayor 


I, The Clerk of the City of Fort Wayne, Indiana do hereby certify 
that the above and foregoing is a full, true and complete copy of 

•_ fjpnp-rai _Ordinance No. G-17-84 _/ 

passed by the Common Council on the 24th _i_day of 

July_, 19 84 / and that said Ordinance was 

duly signed and approved by the Mayor on the ? si-h _day of 

July _ , 19 84 , and now remains on file and 

on record in my office. 

WITNESS my hand, and the official seal of the City of Fort Wayne, 
Indiana, this 25th d ay of _ July _» 19 84 


SEAL 


SANDRA E. KENNEDY, CITY CLERK 















form Prescribed by State Board of Accounts 


General Form No. 99P (Rev. 1967) 


Fort Wa yn e Common Council To JOURNALGAZETTE Dr 

(Governmental Unit). .p"6! BOX 100. 

Allen. County 1N .FORT WAYNE, IND IA NA. 

PUBLISHER’S CLAIM 

LINE COUNT 

Display Matter (Must not exceed two actual lines, neither of which shall total more than four solid lines 

of the type in which the body of the advertisement is set) - number of equivalent lines . 

Head number of lines .;.v^:. 

1304 

Body number of lines . 

Tail number of lines . 1 . 

Total number of lines in notice ....1.3 06. 

COMPUTION OF CHARGES 

. 1306 lines .1. columns ^ ^ ...1306.. equivalent lines at .... 4 5 0<r. , 587.7 0 

cents per line 

Additional charge for notices containing rule or tabular work (50 per cent of above amount) . 

Charge for extra proofs of publication (50 cents for each proof in excess of two) 3 ©XtdTa .L*.!? 8 

TOTAL AMOUNT OF CLAIM t . 0 

DATA FOR COMPUTING COST 

Width of single column 12.5 picas Size of type..6..point 

Number of insertions..?. Size of quad upon which type is cast.. 

Pursuant to the provision and penalties of Ch. 89., Acts 1967. 

I hereby certify that the foregoing account is just and correct, that the amount claimed is legally due, after allowing all just credits, and that no part of the same 

Date .I. 1 . .9 . 84 . Title . CLERK . 


PUBLISHER’S AFFIDAVIT 


undersigned. ilia . ROOSe .who, being duly sworn, says 

that he/she is .fiLERK.of the 

..JOURNAUGAZETTE. 


...DAILY... 


... newspaper of general circulation printed and published 


ATTACH COPY OF i„ the English language in the eity nf FORT WAYNE, INDIANA 

ADVERTISEMENT HERE town . 


two times 


which was duly published in said paper for ... 


the dates of publication being 


8/4 - 8/11/84 




Subscribed and sv 


My commission expires .. 


March 6,1986 


Augus t.. 19 .8.4. 


0 

Notary Public 


















































LEGAL NOTICE 

Notice is hereby given that on the 24th day of July, 
84, the Common Council of the City of Fort Wayne, 
liana, in a Regular Session did pass the following 
I No. G-84-06-22 General Ordinance No. G-17-84 
wit: 

3ILL NO. G-84-06-22 

GENERAL ORDINANCE NO. G-17-84 
AN ORDINANCE REPEALING CHAPTER 24 OF 
IE FORT WAYNE MUNICIPAL CODE AND 
IBSTITUTING AND ENACTING THEREFOR A NEW 

iTES AND OTHER PROVISIONS SET FORTH 

WHEREAS, the Common Council now finds that the 
is charged for services rendered by the Sewage 
irks owned and operated by the City of Fort Wayne 
i not sufficient to maintain the Sewage Works in the 
jnd physical and financial condition necessary to 
ider adequate and sufficient service and that said 
is are not sufficient to pay all expenses to operate 
d maintain the Works; to pay interest charges on 
nds or other obligations; to provide the sinking 
id required for revenue bonds heretofore issued; to 
wide adequate money to be used as working 
pltal; to provide adequate money for improving and 
jlacing the Works; and to provide the amount of 
>ney sufficient to compensate the City for the 
uperty taxes that would be paid on the Sewage 
irks if the Sewage Works were privately owned; 

WHEREAS, certain terms and conditions incident to 
s rendering of efficient and non-discriminatory 
■■■■"- *- — -* the Sewage Works should be 

—. -~■—* -* operating 


mdated by state and federal regulatory authorities 
adopt and enforce pretreatment standards and 
luirements for certain of its contributing industrial 
ers thereby causing in future periods a reduction in 
5 strength and toxicity of effluent discharged to City 
wers by said industrial users; 

NOW, THEREFORE, BE IT ORDAINED BY THE 
>MMON COUNCIL OF THE CITY OF FORT 
AYNE, INDIANA: 

SECTION 1. That Chapter 24 of the Municipal Code 
the City of Fort Wayne, Indiana, as presently 


-128. “Replacement Cost'.’ - that cost, s 
current monetary values, as an operating co 
-*- 1 measures the day-to-day c< 
on of physical assets in ri 


tended and revised to reflect ci 


apartment houses, condominiums, motels, _ 
lodging or boarding house, office buildings, factories 
or institutions and free from storm waters, surface 
water and industrial wastes. 

-130. “Service Charge" - the basic assessment 
levied on all users of the public sewerage system for 
wastes which do not exceed in strength the 

incentration values above which a strength-of-waste 

ircharge will be made. 

-131. “Sewage" - the water-carried wastes from 
icsidences, business buildings, institutions and 
industrial establishments, singular or In any combina¬ 
tion, together with such ground, surface, and storm 
waters as may be present. 

-132. "Sewage Treatment Plant” or “Water 
Pollution Control Plant" - the arrangement of 
devices, structures and equipment used for treating 
and disposing of sewage and sludge. 

-133. "Sewage Utility" or ‘‘Water Pollution 
Control Works" - ail facilities and systems for 
collecting, transporting, pumping, treating, dispos¬ 
ing of sewage and sludge, including the sewerage 
collection system and the sewage treatment plant, 
whether or not in active use. 

-134. “Sewer" - a pipe or conduit for carrying 
sewage and other waste liquids as differentiated 

134.1 "Combined or Combination Sewer" - a 
sewer which carries storm, surface, and groundwa¬ 
ter runoff as well as sewage. 

134.2 "Public Sewer" -a sewer to the use of which 
all owners of abutting property have equal rights and 
is controlled and maintained by the City or other 
public authority. 

134.3 "Sanitary Sewer” - a sewer which carries 
sanitary sewage and to which storm, surface, 
groundwaters and unpolluted industrial waste waters 
are not intentionally adm"—-' 


necessary to meet applicable federal, state and local 
requirements. 

-2 Dischargers shall notify the Superintendent of the 
Water Pollution Control Plant, or his representative, 
immediately when a "slug load" or accidental 
discharge occurs. A written report shall be submitted 
within five (5) days of incident. The notification must 
include the location of the discharge, date and time of 
occurrence, type of waste, concentration and volume, 
and corrective actions taken. Any industrial user who 
dischargesa "slug load" of prohibited materials will be 
liable for any expense, including loss or damage to the 
Water Pollution Control Utility sewerage system in 
addition to the amount of any fines imposed upon the 
City under state or federal law. 

-3 Signs must be permanently posted in conspicu; 
ous places on the discharger's premises, advising 
employees whom to call in the event of an accidental 
discharge. Employers shall instruct all employees who 
may cause or discover such a discharge as to the 
emergency notification procedures. 

Article II - Permitted Commercial and Industrial 


Sec. 24-11. Prior Approval for Certain Wastes. 
Review and acceptance by the Superintendent shall 
be obtained prior to the discharge into the public 
sewers by any commercial or industrial class customer 
of sewage wno 
-101 Bti 


or industrial class customer 

... ---greater than 300 

milligrams per liter or a COD greater than 600 

-1%2 A suspended solids content greater than 300 
milligrams per liter. 

-103 A phosphorus content greater than 10 
milligrams per liter. 

-104 Other Contaminants which from either nature 
or quantity will: (a) interfere with the operation of any 
portion of the Sewage Utility; (b) pass through the 
treatment works or otherwise be incompatible with 
such works; (c) prevent the reclamation and/or 
recycling of municipal or industrial wastewaters and 


determination of quality, quantity and character. 

The examination shall be made as often as the 
Superintendent deems it appropriate and may include 
the use of suitable continuously monitoring Instru¬ 
ments, in appropriate cases. Samples shall be 
collected either manually or by approved mechanical 
devices and in such a manner as to be representative 
of the overall composition of the wastes. 

-2 The installation, operation, and maintenance of 
the sampling facilities shall be the responsibility of the 
owner discharging the wastes and shall be 
subject to the approval of the Superintendent. Access 
to tne sampling facilities shall be granted, at all times, 
to the Superintendent. 

-3 Where an owner’s operations have security 
measures in force which require proper Identification 
and clearance before entry onto said owner’s property 
is granted, such owner or owners shall make the 
necessary arrangements with their security personnel 
that upon showing of proper identification personnel 
from the City shall be permitted to enter, without delay, 
for the purpose of observing or monitoring of wastes 
being discharged at a given point or points 
or that owner or owners shall install suitable control 
manholes outside of the security area or areas, which 
at all times will be immediately available to 
City personnel. 

Sec. 24-23. Waste Analysis Procedures and 


J -led publfc 

_...tployed for that purpose shall submit 

to tne Board of Public Works a comparison of the 
calculated unit cost for flow, removal of BODj 
suspended solids, and phosphorus per year, with the 
unit charges currently in effect from which the board 
shall determine whether the current service charges 
and surcharges are adequate or should be changed. 
The methodology utilized in developing this cost 
comparison shall include: 

-1 A system including the distribution of the cost of 
operation and maintenance of the treatment works of 
the WPC Utility to each user class in proportion to such 
user’s contribution to the total waste loading of the 
treatment works. Factors such as strength, volume, 
and delivery flow characteristics shall be considered 
and included as the basis for the user's contribution to 
insure a proportional distribution of operation and 
maintenance and replacement costs to each user 

-2 Total annual service charges and surcharges 
collected from each individual user class shall be 
deemed sufficient if said charges have g< 
during the prior operating periodsufficient re 
offset the cost of all treatment works opera 




-, ,_-in the examination of 

industrial wastes shall be those set forth in "Standard 
Methods" or “Guidelines Establishing Test Proce¬ 
dures for Analysis or Pollutants," as set form in the 
Code of Federal Regulations 40 CFR 136. 


Operation attributable to such class. 

Article VII. Strenghth-of-Wastes Surcharge 
Sec. 24-36. Liability for Surcharge. 

" - '——*— into the sewerage 
strength-of-wa-‘~- 


irries waste into the public sewers, the ov 


excludes sanitary sewage. 

JZT r----,--—X -135. "Sewer Engineer"-the Chief Sewer Engineer of 
„ r gP ealed _ in '! s , enl ": e! y arrf ? ^substitugd the City or his duly authorized representative; the term 
’ b Sf.",. m ® n Jl ed ^"2. i S p a ^ t ha P f ,e t ^ is synonymous with the term "Water Pollution Control 

-136. “Sewerage System" - the network of sewers 
and appurtenances used for collecting, Iransporting 
and pumping sewage to the Sewage Treatment 
Plant. 

-137. "Shall” means mandatory; “may” means 
permissible. 

-138. “Standard Methods" - the examination and 
analytical procedures . 

edition of ’’Standard M 


1 in its entirety arfd substitued 

_ intended:—— , * >l — 

attached hereto and n 
dinance. 

SECTION 2. That this Ordinance be adopted after a 
blic hearing has been held pursuant to I.C. 
-9-23-26 and duly published notice thereof 
rsuant to I.C. 5-3-1. 

SECTION 3. That in addition to the "Annual Review 
Service Charges" prescribed in Sec. 24-35 of 
lapter 24 that the Sewage Works undertake a study 
strength of waste discharges of its contributing 


mmencing July 1, 1 


I (1) ! 


' ,h e Purpose of American 


ion of ,r Standard Methods for the Examination of 
and^Wastewater,” published jointly b^ the 


_ _I_| L/ operations of any portion 

of the Sewage Utility or injurious to health, then that 
owner shall either modify the wastes at the point of 
origin or shall provide and operate, at owner's 
expense, such preliminary treatment and processing 
facilities as may be deemed necessary to render 
owner's waste acceptable for admission into the public 

Sec. 24-13. Pretreatment Facilities - Prior 
Approval 

Plans, specifications, and any other pertinent 
information relating to proposed preliminary treatment 
or processing facilities shall be submitted to 
the City for examination and approval. No construction 
of such facilities shall begin until the Superintendent 
has given written approval. Such approval shall 


wastes may be used subject to mutual agreement 
between the Superintendent and the User. In the 
event of a dispute between the Superintendent and the 
User as to the characteristics, strength, toxic nature or 
other particulars of the sample taken and analyzed by 
the City, either party may request that the sample in 
dispute be analyzed by a mutually acceptable referee 
whose charges shall be paid by the party requesting 
the analysis. Analyses made by the City at the. 
request of the User, shall be charged to the User 

according to the Utility's standard work order billing --- 

procedure. All such analyses shall be binding-in results in the higher 
determining strength-of-waste surcharges and — -i— »n -— 


’sestT? 

-_-ion to others 

imposed by this ordinance, b__ 

minimum strength characteristics to mo oaiom. mo. 
such wastes are in concentrations greater than: 

-1 Biochemical oxygen demand of 300 milligrams 

-2 Chemical oxygen demand of 600 milligrams per 


rs dependent upon the character and concern 

-2 Charges to Governmental Agencies 

Analyses run by the Water Pollution Control Plant 
Laboratory for any governmental agency, or political 
sub-division of a City, County or State shall be billed to 
such agency or subdivision for direct labor and 
expenses according to the Utilities standard work 
order billing procedure. Analyses run for other 
agencies shall not have priority over the regular Water 
Pollution Control Plant analyses unless in the judgment 
of the Superintendent the urgency of the analysis 
should have duch priority. 

-3 Charges Collected 


Sec. 24-37. Computation of Surcf_„_ 

The surcharge shall be determined as follows: 

The excess pounds of BOD or COD (whichever 
. jsults in the higher charge) suspended solids, and 
phosphorus will each be computed by first multiplying 


the user'sbilling sewage volume measured in 
100 cubic feet for the current billing period uy me 
' factor 0.0062321 and then multiplying this product by 
the difference between (a) the concentrations 
measured in milligrams per liter of the BOD (or COD), 
suspended solids, and phosphorus respectively in the 
user's sewage and (b) the allowed concentrations set 
out in Section 24-36. The surcharge for each 
constituent will then be determined by multiplying the 
excess pounds of each constituent by the appropriate 
rate of surcharge set out in Section 24-33-4. In the 
event COD measurement is used, as hereinbefore 
provided, 50 % of the excess pounds measured will be 
used to compute the equivalent BOD charge. 












































































-108. "Bulk V 

uid or gaseou- _ ... 

icarded as worthless, detective, or ot no use to the 
rson discarding said substance. 

-109. “Chemical Oxygen Demand (COD)" - a 
sasure of the oxygen equivalent to that portion of 
3 organic matter in a sample of sewage, sewage 
luent, polluted waters, or industrial wastes that is 
sceptible to oxidation by a strong chemical 
idant. The laboratory determinations shall be 
ide in accordance with procedures set forth in 
itandard Methods." 

-110. "City" - the City of Fort Wayne, Indiana. 

-Ill "rjooaifinalinn nf I iQorQ" 


ly normal domestic sewage, as herein 
o the system. 

111.2 "Commercial Class User" - a user falling 
thin Division G of the "Standard Industrial 
assification Manual," 1972, United States Office 
Management and Budget as currently amended 
d supplemented. A copy is on file in the Office of 
3 Supervisor of industrial Waste Control. 

111.3 "Industrial Class User" - a user falling 
thin Divisions A, B, D, E, or I of the “Standard 
lustrial Classification Manual," 1972, United 
ates Office of Management and Budget, as 
rrently amended and supplemented. A copy is on 
i in the Office of the Supervisor of Industrial Waste 
introl. A user described in the divisions listed 
rein may be excluded if it is determined, by the 
ly, that such user will introduce primarily 
gregated domestic waste or waste from sanitary 
nveniences. Users not listed therein may be 
rluded in this class of customer because of the 
aduction of excess strength of waste or toxics in 
cess of limits described hereinafter. 

112. "Dwelling”: a building, or a portion thereof, 
der one roof used primarily as the abode of one or 
>re persons, but not including hotels, motels, 
Iging or boarding houses or tourist homes. 

-113. "Effluent - the water, together with any 
istes that may be present, flowing out of a drain, 
wer receptacle or outlet. 

-114. "Emergency" - an unforeseen circumstance 
combination of circumstances that may cause an 
linent endangerment to the health and/or 
'Ifpre of persons, the environment, or which may 
erfere with the operation of the sewer collection 
stem or the Water Pollution Control Plant. 

■115. "Garbage" - any solid wastes from the 
sparation, cooking, or dispensing of food or from 
s handling, storage or sale of produce. 

-116. "Ground Garbage" - garbage that is 
redded to such a degree that all particles will be 
suspension under the conditions 

„,y a ,=at«r ti 

-117. "industrial Wastes” - any solid, liquid or 
seous substance, or form of energy discharged, 
rmitted to flow or escape from an industrial, 
tnufacturing, commercial or business operation 
process from the development, recovery or 


be deemed to be "charges for sewerage service” for 
the purposes of Articles VIII and IX of this 
Ordinance. 

-5 Sewer tap permits shall be obtained from the 
City’s New Water and Sewer Permit Office and shall be 
issued only to licensed sewer tap contractors, who 
shall pay to the Sewage Utility a fee of fifty dollars 
($50.00) for each sewer tap permit for a standard 
six-inch service, a fee of ninety dollars ($90.00) 
for each sewer tap permit for a special six inch service 
(such as a sewer tap into a collection system 
manhole) and a fee of ninety dollars ($90.00) for 
each sewer tap permit for a sewer service larger than 
six-inches. The aforementioned charges will apply to 
' similar types of taps into the City storm sewer system. 
Not later than 48 hours after making each sewer tap 
and building of the sewer installation, the tap 
contractor or property owner shall notify the New 
Water and Sewer Permit Office of such connections so 
that an inspection may be made by the Utility prior to 
backfilling the said sewer installation. 

-6 No person shall connect any roof downspout, 
exterior foundation drain, or other source of surface 
runoff or groundwater to a building sewer or building 
drain which is connected either directly or indirectly to 
a sanitary sewer of the City. 

-7 The Board of Public Works shall have the 
authority to require an owner of real property to 
disconnect any downspouts, yard drains, or other 
drains which carry the runoff of natural precipitation 
from a building sewer which drains into a sanitary 
sewer. Property owners shall have, thirty (30) days 
after notice thereof to comply with any such 
requirement. 

-8 A new connection may be made to a City sewer or 
sewersconected to the City system only after there has 
been adequate assurance by the City that the 
downstream facilities of the sewage works have 
adequate capacity to transmit and treat the new waste 

-9 No person shall make use of a sewer tap or backfill 
or otherwise conceal a sewer installation unless and 
until the same has been inspected and approved by the 
Utility. In addition to all other remedies, the Utility may 
cause the said installation of sewer tap to be excavated 
and exposed, may terminate the connection, and may 
require the owner or occupant to pay or reimburse the 
Utility for its costs and expense in such excavation, 
exposure, termination, r-— * ; -- 


Section 405 of said Act. 

-109 Any toxic radioactive isotopes, without a 
special permit. The radioactive isotopes of 1131 andP 
on-..-- 1 p ro hibited, if they are 


d in hospi 


before being discharged ir 


ftiles and R 
-110 Any 


waters or wastes that for a duration of 15 


an and restoration. 


Such costs and expenses shall be considered 
charges for sewerage treatment services and may be 
collected in accordance with the provisions of Indiana 
Code 36-9-23-31,through 36-9-23-34 and Article IX of 


The installatic.., __ __ 

sanitary sewers by private developers or by the City 
outside the corporate limits of the City and the 
connection of said sanitary sewers into the City's 
sewerage system from, by, to, or for properties located 
outside such limits is prohibited, except with 
the approval of the Board of Public Works by duly 
enacted resolution, provided that a resolution ratifying 
an aaraamantand/or contract for.auch construction 


solids of such character and quantity 
provisions, attention and expense would be required 
to handle such materials at the Sewage Treatment 
Plant, its pumping stations, or other facilities. 

-112 Any waters or wastes containing incompatible 
pollutants as herein described. 

-113 Any waters or wastes containing any toxic 
substances in quantities that are sufficient to interfere 
with the biochemical processes of the Sewage 
Treatment Plant, that will pass through the plant into 
the receiving waters, or accumulate in the sludges in an; 
amount exceeding the limitations, set forth by 
any federal, state, interstate, or local authority, which 
ever is more stringent. Specifically excluded are any 
waters or wastes containing toxic ions, compounds, or 
substances in concentrations or amounts exceeding 
the limitations set forth by the Board of Public Works 
and published in the General Rules and Regulations. 

-114 Any bulk waste, either industrial or domestic, 
without prior written approval of the Superintendent. 

-115 The City reserves the right to refuse, deny or 
revoke the connection of any user in the event the 
sewerage service requirements of the user, in the 
judgment of the Superintendent could or would impose 
an excessive burden on the utility or in the event the 
user is or has been in repeated violation of this 
Ordinance. The City further reserves the right in the 
event of any emergency, to restrict the allowable 
discharge received from any or all large users of the 
sewerage system during the time of such emer- 

Sec. 24-17 Responsibility, for Obstructing or 
Damaging Sewers 

If a public sewer becomes obstructed or damaged 
because any of the aforementioned substances were 
improperly discharged, the person or persons 
responsible for such discharges shall reimburse the 
City for the expenses incurred by the City for cleaning 
out, repairing, rebuilding the sewer or for any litigations 
or damage claims resulting therefrom, including legal 
fees and court costs. 

Article IV,- Control of Admissible Industrial and 
Commercial Wastes 

Sec. 24-18. Submission of Data on Industrial Waste. 

-1 Any owner who discharges industrial waste into 
the City's sewerage system either directly or indirectly, 
shall forthwith fill out and file, with the Superintendent, 
an Industrial Waste Questionnaire, the form for which 
will be furnished by the City in which he shall set 
out the quantity and characteristics of the wastes 
discharged into the City's sewerage system. Any 
owner desiring to establish a new connection to the 


Sec. 24-30. User Vc 

~ .HI_ 

er consumption unless otherwise metered or 

__ied in accordance with the following user 

classifications and the following charges for services 
for each such classification: 

Service Charge (cents per 100 cu. ft.) 

Class of User, Domestic; Manufacturing. Treatment 
20.52; 20.52. Conveyance, Collection, Billing 19.96; 


_____ing 19.96; 

13.01. Capital 12.84; 10.33. Pretreatment Adminis¬ 
tration -0-; 2.50. Total User Charge 53.32; 46.36. 

Sec. 24-31. User Minimum Charges. 

In the event the monthly sewage service charge 
calculated in accordance with the water consumption 
schedule in Sec. 24-30 does not exceed the minimum 
monthly charge for each class of user as set forth 
thereafter user shall pay said minimum monthly charge 
in lieu of the charge calculated based on water 
usage, as follows: 

Water Meter Si! 


m Monthly Charge 


6 or larger 1 

Sec. 24-32. User Flat Charges. 

In the event any user is not a metered water 
customer, there shall be imposed flat charge rates as 
follows: 

Classification of Customer, Monthly Flat Charge 
(1), In-City, Out-City. Domestic User- Single Family 
Dwelling, $5.33; $6,39. Domestic User - Multi 
Family Dwelling, To be estimated by City. Commercial 
and Industrial user, To be estimated by City. 

(1) Monthly flat charges for multi-family dwellings 
shall be based on the number of family units 
accommodated by the system multiplied by the single 
family dwelling monthly charges. Monthly flat charges 
for commercial and industrial establishments may be 
based either on number of employees; the 
manufacturing processes used; other pertinent sewer 
use indicators; or outfall measurements where such 
data is available. 

The Utility shall retain documentation supporting its 
estimates and the billings based thereon. Such 
determination, of billings may be reviewed and 
adjusted by the Utility at any time. However, no 
adjustment, additional charge or refund may be made 
more than six (6) years after the due date of the billing 
sought to be adjusted. 

Sec. 24-33. Contract Customers - Unit and Other 
Charges. 

In the event the City consummates a contract to 
serve as a regional treatment plant for any other 
municipality or private sewage utility, either contigu¬ 
ous to the City or in its environs, said contract shall 
provide for the the following unit charges: 


cnarges esiaDiisneo in narmony nerewun. 

Sec. 24-44. Consolidation of Accounts. 

Where an industrial,, commercial or other non-resi- 
dential enterprise is operating in a unified manufactur 
ing or service area composed of two or more 
contiguous parcels of real estate and is supplied witt 
water through twoor more meters, upon application b) 
the owner or his authorized agent, a consolidation o 
the water meter readings may be made for the purpose 
of calculating the sewerage service charge. 

Sec. 24-45. Notice of Capital Surcharge. 

The City Clerk shall certify a copy of Specia 
Ordinance No. S-233-81, enacted October 28, 1981 
and all amendments thereto, heretofore or hereaftei 
adopted, and shall record such certified copy in the 
Office of the Recorder of Allen County, Indiana tc 
provide constructive notice to the owners anc 
purchasers of real property in Adams Township and St 
Joseph Township that a capital surcharge may nbe 
imposed upon properties connected to, or to be 
connected to, the City Utility Sewerage System, ir 
those areas of said townships formerly served b) 
sewerage systems purchased or otherwise acquiree 
by the City Utility. 

Article IX. Delinquent Accounts 

Sec. 24-46. How Delinquencies Arise. 

Charges for sewerage service levied pursuant to thii 
Chapter shall be due and payable on or before the dui 
date stated on the bill. Any charge for seweragi 
service not paid by the due date shall be delinquent 
and may be collected, with any applied penalty 
recording fees, service charges, attorney s fees 
interest and court costs, if any, in accordance with thii 
Chapter and with Indiana Code Sections 36-9-23-3 
through 36-9-23-34. A penalty of ten percen 
(10%) of the amount of the charges for seweragi 
service shall be attached to the delinquent charges. 

Sec. 24-47. Collection Through Shutting Off Wats 
Service. 

Where the property having a delinquent account fc 


.. -. _red until the delinquer 

account, together with the costs of turning off am 
turning on the water, shall have been paid. 

Sec. 24-48. Collection Through Teminating Sewe 
Service. 

In addition to all other remedies provided, the Utilit 
may, after reasonable notice tothe person being billec 
as provided by the Rules and Regulations c 
the Utility adopted by the Board of Works, terminal 
sewerage service to the property. Sewerage servic 
shall not be restored until the delinquent .account 
together with the costs of terminating and reconnect 
ind the sewer service, shall have been paid. 

Sec. 24.49 List of Delinquent Fees and Penalties 
Tax Duplicates - Collection. 

Delinquent charges for sewerage services, am 
applied penalties, recording fees, and service charge 
may be made a lien upon the property and may bi 
collected in accordance with the provisions of Indian. 
Code 36-9-23-32 and 36-9-23-33. 

_See.v24.-5IL. _ 





-118. "Influent” - me w 

- •—1 may be- 

ptacle or 


USBftL*! 


• present, flowing 
wer, receptacle or outlet. 

-119. “Major Industrial User” - a user ot the 
ty-owned treatment works that: (a) has a flow of 
1,000 gallons of water or more per average work 
ly; (b) has a flow of waste greater than 5% of the 
iw carried by any part of the City system receiving 
e waste; (c) has in its waste, a toxic pollutant in 
nounts as defined in standards issued under 
iction 307 (a) of the Federal Act; or (d) is found by 
e Indiana Stream Pollution Control Board, in 
innection with the issuance of the NPDES Permit 
the City-owned treatment works receiving ““ 


Certain Out-of-City Properties. pr 

Notwithstanding the provisions of Sec. 24-4, the fjc 


such a questionnaire „.™.. -— - 

predicted data relating to the quantity and characteris¬ 
tics of the wastes to be discharged. 

-2 Any person who knowingly makes any false 
statement representation, or certification in any 
application, report, or other document required by the 

-licipal ordinance or other applicable, regulations 

il, upon conviction be punished by the imposition of 


property abuts, adjoins, or is immediately contiguous shall, upon conviction be punished by theimpt 
to tne street, alley, or easement in which such sewer is a C j v i| penalty as required by local and/ 
located and provided the property owner or occupant statutes. 


aste, to have si„ 
in combination 


lificant impact whether singularly 
..i.i. -•>.-» ™..iu.,.ir,^ industries, 
quality of 


tving an average daily suspended solids concen- landowner' 

ation ot not more than 300 milligrams per liter, art >--- 

rerage daily BOD concentration of not more than 
)0 milligrams per liter, and an average daily 
losphorus concentration of not more than 10 

'-^^“iJpDEs'Permit" - the National Pollutant 
ischarge Eliminatioh System Permit issued by the 
diana Stream Pollution Control Board for discharges 
! waste waters to navigable waters of the United 
tates pursuant to Section 402 of 33 U.S.C. 466. 

-122. "Operation and Maintenance Costs” - all 
■>•»« direct and indirect, other than debt services 
;g replacement costs as defined in para- 
128, necessary to insure adequate was- 
iwoioi treatment on a continuing basis conforming 
ith federal, state or local requirements, and to 
isure long-term facilities management. 

-123. "Outlet" - any outlet, natural or constructed, 
hich is the point of final discharge of sewage or of 
eatment plant effluent into any watercourse, 
ond, ditch, lake or other body of surface or ground 


located and provided the property i--- 

has complied with the requirements prescribe., 
Sec. 24-3 of this Chapter. 

Sec. 24-6. Enforcement 

The provisions of this Chapter shall be enforced by 
the Superintendent of the Water Pollution Control 
Plant and such deputies as he, with the approval of the 
Board of Public Works, may appoint for such 
purposes. Whenever said Superintendent or any such 
deputy shall deem it appropriate to charge - 


raph' n ?28! 


____(sf of this Chapter, he shall 

to such landowner a Notice of Violation, and/or 
Summons, which shall be processed according to 
the provisions of Indiana Code (34-4-32-1). 

Sec. 24-7. Penalty for Violations 
Any landowner, firm or corporation who violates or 
fails to comply with any provision of this Chapter or of 
the Rules and Regulations of the Board of 
Public Works pertaining thereto, shall be deemed to 
have committed a Class B infraction and upon 
conviction thereof be subject to a fine of up to 
$1,000.00 per infraction as provided by Indiana Code 
34-4-32-4. Each day that such 


-124. "Person" - any individual, firm, partnership, 
ompany, municipal or private corporation, com- 
tercial establishment, association, society, institu- 
on, enterprise, governmental agency or other legal 

-125. "pH"-thelogarithm (tothebaseof 10) ofthe 
aclprocal of the hydrogen ion concentration of a 
olution expressed in gram-atoms per liter of 
olutlon. 

-126. "Pollutants" - 

126.1 "Compatible Pollutants" - waste contain, 
ig biochemical oxygen demand, chemical oxygen 
lemand, suspended solids, phosphorus, pH, and 
seal conform babteria, 

126.2 "Incompatible Pollutants" - wastes with 
iny pollutant that is not a compatible pollutant suet) 
is ,r siug load” that would cause damage to the 
ewage system and/or treatment plant, 

-127, ''Receiving Stream" - the v 
or body of '" a *" mo u 


$1,000.00 per infraction as provided by Indiana i 
’ , ‘ m, c " -'-y that such violation(s, -. 

lues shall constitute a separate 

OI, Iecf 24-8. Damage to City Property Prohibited. 

It shall be unlawfulfor any unauthorized person, firm, 
or corporation to maliciously, willfully, or negligently 
break, damage, destroy, remove, deface, or tamper 
with any structure, appurtenance, or equipment which 
is part of the City sewage system or belongs to the 
Water Pollution Control Plant of the City. 

Sec. 24-9 Dilution 

It shall be unlawful for any person, firm, or 
corporation to increase the use of potable water or 
process water in any way, or mix separate 
wastestreams for the purpose of diluting a discharge 
as a partial or complete substitute for adequate 
treatment to achieve compliance with applicable 
standards. 

Sec. 24-10 Accidental Discharges 

-1 Each discharger must provide protection from 
accidental discharge of prohibited or regulated 
materials or substances to sewers of the City of Fort 
Wayne. Where necessary, procedures and facilities to 
prevent the accidental discharge of prohibited 
materials must be provided and maintained at the 
discharger’se/o 

and operating procedures to provide this protection 
shall be submitted to the City for review, and be 
approved by the City before construction of the facility. 
Review and approval of plans and operating 
procedures by the City shall not relieve the discharger 
from the responsibility to modify its facility as 




d by the Superintendent to construct ai 


ts attributable to the portion of the conveyance 
' sm and operating costs associated therewith used 

le contract customer shall be computed by the 


-3 When special circumstances render it an 
unreasonable burden to comply with the time schedule 
determined by the Utility for the correction of any 
industrial waste discharge problem, an extension of 
time, not to exceed 90 days, may be granted by the 
Superintendent upon presentation in writing of an 
application for such relief. 

Sec. 24-19. Confidential Information. 

Information and data furnished to the City by a 
discharger shall be made available to the public or 
other governmental agency without restriction unless 
the discharger specifically requests and is able to 
demonstrate as per 40 CFR 2.203 and 330 I AC. 
5-1-.5-8 that the release of such information would 
divulge information, methods of production entitled to 
protection as trade secrets, or properiety information 
of the discharger. All requests, by the discharger, for 
confidentiality of information shall be made in 
accordance to and governed by the provisions of 330 
IAC 5 and 40 CFR 2. 

■ • Control Manholes. 

r who discharges or may discharge 
stes into a public sewer via any means 


maintain, at his own”expense, one or more control 
manholes, at a specified location or locations, to 
• stheot- - -—• — -il.,,. 


facilitate theobservation, measurement, and sampling 
of owner’s waste. Such manholes shall beconstructed 
in accordance with the standards and specifications of 
the City. The superintendent may also require the 
person to install and maintain in any such manhole, at 
said person's expense, an approved volume-measur¬ 
ing device. Plans and/or shop drawings, for the 
installation of control manholes and related equipment 
shall be approved by the Superintendent before any 
construction is begun. 

Sec. 24-21 Grease and Sand Traps 

Whenever the Superintendent determines that 
interceptors or traps are needed to protect the 
sewerage collection system or the Sewage Treatment 
Plant from grease, oil, sand, or similar substances 
occurring in the user's sewage and so notifies the user, 
then such traps shall be promptly installed by the user, 
on owner’s lines, at owner’s expense and shall be so 
maintained by owner that none of such substances can 
be carried over into the public sewers. All traps or 
interceptors shall meet the City’s standards as to 
construction, location, and installation. 


sewers^al*! besubjecUoperiodkiinspectionsandthe Prior to May 1 of each year, the Gene 


In the events contract customer contributes waste 
having a strength in excess of domestic waste 
characteristics, as hereinbefore defined, a surcharge 
based on the following unit process charge will be in 
effect for 1 all waste found to be in excess of 

Cents Per Pound 

Suspended Solids - (SS) „ 4.304 

Biochemical Oxygen Demand - (BOD) 4.300 

Phosphorus - (P) 41.193 

-5 Capital Surcharge 

In the event contract customer delivers sewage for 
treatment to City for a period of 90 consecutive days 
which is in excess of base MGD contracted for, 
then customer will be subject to an additional capital 
Charge computed at the capital charge (per 100 cu. 
ft.) then in effect times the excess percentage of, 
MGD represented by dividing actual MGD by 
contracted MGD. 

-6 Other Provisions 

In the event sewage received pursuant to any 
contract entered into under this section exceeds any of 
the limitations imposed by this Chapter, the City shall 
have the right to impose all charges, limitations and 
penalties applicable to any noncontract user by the 
City. Each contract entered into by the City 
pursuant to the foregoing rate classification shall 
provide that the contract customer shall agree to enact 
and maintain a Sewer Use Ordinance and User 
Charge System acceptable to the City and in 
conformance with the City’s obligations under Sec. 
204 (b) (1). Public Law 92-500 as amended and 
supplemented and guidelines and regulations promul¬ 
gated thereunder by the U.S. Environmental Protec¬ 
tion Agency and 40 CFR: 35-905-8, 35-928-1 and 
35-928-2, and 35-935-13. 

Sec. 24-34. Bulk Waste Charges. 

Industrial - For all industrial waste suitable for 
disposal directly through the plant digesters which has 
been delivered by the Customer to City’s plant - 
$ 178.50 per load. For purposes of computing charges 
hereunder, a load is defined as 5000 gallons of tank 
capacity or fraction thereof. 

bomestic - For all domestic waste delivered to plant 
by customer’s truck or tank - $26.10 per load. For 
purposes of computing charges hereunder, a load is 
defined as 1,000 gallons of tank capacity or fraction 

Sec. 24-35. Annual Review of Service Charges. 


acivi! action, and may foreclose a lien established'b 
this Chapter in accordance with Ipdiana Cod 
36-9-23-34. 

Sec. 24-51. Resented. 

Article X. Accounting for Sewerage Servic 

Ct Sec e l4-52. The City Controller shall establish an 
maintain, for as long as user charges and surcharge 
are collected under the rate schedule institute 
herein, accounts for the Sewage Works Improvemer 
Fund as required by prior ordinances relating to th 
issuance of sewage works revenue bonds no' 
outstanding and further in accordance with the laws < 
the State of Indiana relative to the deposit ah 
disbusement of public funds. 

Sec. 24-53. Severability. 

-1 The invalidity of any section, sentence, clausi 
paragraph, part or provision of this Ordinance shall ni 
affect the validity of any other section, senteno 

■ - - 1 —rt or provision of this Ordinanc 

saning without such invalid pa 


_ .... validity 

clause, paragraph, t 
which can be given i 


Wayne of 1974 in conflict herewith a 
repealed. 

-3 That this Ordinance shall be in full force and effe 
from and after its passage, any and all necessa 
approval by the Mayor and due legal publicatic 
thereof. „ 

Thomas C. Hem 
COUNCIL MEMBE 
Read the third time in full and on motion by Henr 
seconded by Redd, and duly adopted, placed on i 

t assage. PASSED by the following vote; Ayes: Seve 
radbury, Eisbart, GiaQuinta, Henry, Redd, Stir 
Talarico. Nays: Two, Burns, Schmidt. Date: 7-24-8 
Sandra E. Kennedy, City Cle 
Passed and adopted by the Common Council of tl 
City of Fort Wayne, Indiana, as General Ordinance N 
G-17-84 on the 24th day of July, 1984. 

ATTEST: Sandra E. Kennedy, City Cle 

Ben A. Eisbart, Presiding Offici 
Presented by me to the Mayor of the City of Ft 
Wayne, Indiana, on the 25th day of July, 1984, at tl 
hour of 11:30 A.M., E.S.T. 

Sandra E. Kennedy, City Clei 
Approved and signed by me this 25th day of Ju 
~" r "-a hour of 3:00 o’clock P.M., E.S.T. 

Win Moses, Jr., May 
ity of Fort Wayne, Ir- 11 "" 0 


1984, at 


I, the Clerk of th. ...WP-, 

hereby certify that the above and foregoing is a ft 
true and complete copy of General Ordinance N 
~ -- 1 *-ji the Common Council on the 24 


G-17-84, passed by thi 

day of July, 1984, and_— . 

signed and approved by the Mayor on the 25th day 
July, 1984, and now remains on file and on record in r 

WITNESS my hand, and the official seal of the City 
For, Wayne. ''’^b^I.^^EDY^T^LEI 
8-4-11 
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tern u these volumes cannot otherwise be department, si 







Form Prescribed by State Board of 


General Form No. 99P (Rev. 1967) 


Fort Wayne Common Council 


.N EW -S ENTINE L. 

P.O. BOX 100 
FOR T WA Y NE, IN DIA N A 


PUBLISHER’S CLAIM 

LINE COUNT 

Display Matter (Must not exceed two actual lines, neither of which shall total more than four solid lines 
of the type in which the body of the advertisement is set) - number of equivalent lines 


1 


Body number of lines 


1304 


Tail number of lines 


Total 


number of lines in notice 


1306 


COMPUTION OF CHARGES 

130 6._ line8 _ 1.columns wide equals ....i.?. PC..equivalent hnes at ....:.45.Q.$ , 587.,JO 

Additional charge for notices containing rule or tabular work (50 per cent of above amount) . 

Charge for extra proofs of publication (50 cents for each proof in excess of two) 3 ©Xt 2T9. .i..*..!? ^ 

TOTAL AMOUNT OF CLAIM $.I.?.?..:...? 0 

DATA FOR COMPUTING COST 

Width of single column 12.5 picas Size of type..6...point 

Number of insertions..?. Size of quad upon which type is cast.6. 


Pursuant to the provision and penalties of Ch. 89., Acts 1967. 

I hereby certify that the foregoing account is just and correct, that the 
has been paid. 


Dat 


Aug. 11 84 

...19 . 


t claimed is legally due, after allowing all just credits, and that no part of the sa 
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ATTACH COPY OF 
ADVERTISEMENT HERE 


PUBLISHER’S AFFIDAVIT 

State of Indiana 
ALLEN County SS: 

Personally appeared before me, a notary public in and for said county and state, the 


undersigned....5.?.}i.?..i.i.i™.....?.2.9.§.®.who, being duly sworn, says 

that he/she is ..CLERK. 0 f the 

.NEWS-SENTINEL. 


a..newspaper of general circulation printed and published 

in the English language in therity q{ .FORT WAYNE,. INDIANA. 


in state and county aforesaid, and that the printed matter attached hereto is a true copy, 
which was duly published in said paper for .,!HQ.... .Ir. .i.mn.?., the dates of publication being 


as follows: 



. o m /'% .:....,o./..iij„ 

9.. 1 * ..... 

.. 

Subscribed and sw< 

>m to mo hof'vr** this 1 X1^ h. 

. dav of ....A.ug.us.t.-.ij . 8.4. 


/f . . . 



. Rotary Public 

My commission expi 

March 6, 

1986 
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Sec. 24-32. User Flat Charges. 

In the event any user is not a metered 
txjgomer, there shall be imposed flat charge ral 


le analysis (1) Monthly flat'charges' 


estimated by City. 

* ,nr multi-family dwellings 
,h “ "* family units 
""■‘he single 
charges 
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nr n-.mn.fl~. - — -• County or Statelhali be Eiftedto 

unicipal ordinance or other applicable regulations expensesaccorting to^thS’'utllitiet^andart'wo"^ M? l Wfe ,i n ^ !, t ?'■ ( CuS r^S me^ ^■ M ?, n,h| y/ la, Char 9 e 
all, upon conviction be punisheaby the imposition of order billing procldureAnalyses mn tor mher AiL "l 0 ',9P mastlc Usar - Single Family 

fr:r™±,“: 9 A# Mfe&aKSrs 

Mrw?£ss“ %Sa£" 

^t^S^fs^nd^^abmie^^fbe^ecorded as%e^s°o 

£HS¥^ in, rd a, i° n ih r- „ 

ner governmental agency without restriction unless in performing said analyses 
3 discharger specifically requests and is able to K — "■ -~ y 

monstrate as per 40 CFR 2.203 and 330 IAC „. „,, , 

1-.5-8 that the release of such information would sample of us 

<ulge information, methods of production entitled to may, for the purpose of'this "ChaDter”’r 
-i en mn ac ra a aaaraia or properiety information determination of the character and concentr 

s, by the discharger, for his wastes by using data based on analyses ofsimilar 

P. r ?°. 0a ?^,9 r ._ da,a .. ,or .. h ! s ^y|eof bu siness that Charge 


peo. 24-2?. Use of Representative Analysis. 

'll an adequate analysis of a representative 


tam°^^^?ifng mOTth?y S cha^e M*cmtWy*flat^tar^s 
for commercial and industrial establishments may be 
based either on number of employees' the 
manufacturing processes used; other pertinent sewer 
use Indicators; or outfall measurements where such 
ata is available. 

The Utility shall retain documentation supporting its 
®?™ a <® s ,. a " d the billings based thereof Such 
adjusted by n the f Utility 9 at Zg 


is Environmental 


11; 1 t'onai cnarge or refund may be made 
soughfto be adustecT af,9r th ° dU8 date 01,19 billin9 
^^araes 4 ’ 33 ' ^ ontract Cust ° m ers - Unit and Other 
n the* 


Other 

the City consummates a contract to 


te sewage utilit 




election as_... 

the discharger. All request 
nfidentiallty of informatiu,, „„ 
cordance to and governed by the provisions of 330 _ 

Sec. a ^-2 4 0. C C F on«^Manholes. This’meThoS^^f??.^ 

d,schar .9 es or m ?y discharge City, shall continue at the City’s pk 

P 'SS &S ^ 

a, K a s P®? ified location or locations, to The charges made for sewerage service rendered to Capi,al Char 9 e 

■ilitatetheobservation, measurement, and sampling each lot, parcel of real estate or buildino havinn »»» 
owner's waste. Such manholes shall be constructed connection with the City' s MwelacTe svs em or - 
iccordance with the standards and specifications of otherwise discharging sewage into the 9 system either 

ssrsr"? - ^ 

a fS'fi!TKiW7r« n S'TrK saxtsstrsssS wssk5»»m@s?,"s 

foliation of control manholes and related equipment the City's WaterUlMyCBSSt Clty - a_nd added to the volume charoe. 

ill be approved by the Superintendent before any provided. y ' p otnerwisi 

a°2 n i IS Gre 6 a 9 s U e n and Sand Traos ^er^p^S ST SFJ&SZ. 

Whenever the Superintendent determines that water used from sSlrcesofher flKe Cit/ 
sreeptors or traps are needed to protect the Utility, the owner or the tenant mavbb re—'-- 
nTfrOTj?'grMse 11 oilf'S’nd’®^ 9 ? 6 «,IS a lT a ri S t X,!Sili? t ®!L and * rr V? l , int i ain .? t h js °*. n ex F 


£ 


conveyance 6 u|abh 


may be required by the 


- -3 Flat Charge° the volume charge - 
In addition to the foregoing charqes based on 
volume of sewage treated and conveyed each contract 
®“ rw .H pay a monthly billing charge of $.60 and a 
monthly surveillance charge of $90.00. 

^Strength of Wastes Surcharge 


na?nR™ aaa ', ’ ®®® d ' °r"5Sar substances 

ng in the user s sewage and so notifies the user, water obtained tram these other sources or the Citv rhamM»ri=?S! • e ?°,® ss d °r"estic waste 

er'sfines^at owne?^exoins« llnd*olhnfi e h 1Ser ' £ ay ' de '® rm j n ®'hf <quantity of such water by whaler baradonTheTbtowfo^ 
inJ- and .?™L be30 f n ® ai ? s .. and methods it may find relevant and effect for ail wasle 8 found to^ d 99 ?------ -" 


intained by owner that none of such substances can practicable. 

.?ce r ntor<??h Jr mi?t e ,^ We / S - * A,l J raps or §ec. 24-27. Exempt Water - General. 

srtSeS lo^fltinn^nHToS'X 8 .' S,andards ss ,0 w Wher ? a significant portion of the metered wate 
tstruetjon, location, and installation. does not and cannot enter the sewerage system, eithe 

*® a mPj!. n 9- directly or indirectly, the person having charge of th 

. - ... - . orooertv mav rennnet nermission from the City to 

i either an approved meter or 


limitations: 


di3cd3r 9® d int? the public property may request permission 
1 ?hall be select to periodic inspections and the Install at his own expense either an i 


Suspended Solids - (SS) 4°^ 

Biochemical Oxygen Demand - (BOD) 4 30( 
Phosphorus - (P) 41'191 

-5 Capital Surcharge 

In the event^contract customer delivers sewage fo 


TE2*?!5 e Kfh£f , f?J! ?PP rc K; '=•= ™ 'P " ray II iciuue =="=uo-i I loaaui n ly uevice or oevices to aetermine the 
use of suitable continuously monitoring instru- volume of sewage that actually enters the seweraae 
lectedelthePmannatt ca !? 8 - Sam P|®s shall be System; when appropriate, the City reserves the rigTit 
?2? d ®i , v ar manual| y or by approved mechanical to determine by whatever other means and methods it 
hi over?| n ® u ®b a m ann er as to be representative may find practicable the percentage of the 
?. f , 'b® wa ?tes, _ _ property s metered water that enters the sewerage 


r that treatment’ 


r a period of 90 consecutive days 
of base MGD contracted for, 
3 subject to an additional capital 
the capital charge (per 100 cu. 
excess percentage of 
..- MGD by 


then customer will j 

ft.) tlien in P effect'__ 

MGD represented by dividing 
contracted MGD. a 

-6 Other Provisions 

event sewage received pursuant to any 
,„ „„ ito under this section exceeds any of 


. r --~r -ie responsibility of the on the quantity of water that can or actually 

. 'achargmg the wastes and shall be does enter the public sewers but in no case shall it be 
^ h if ap ,P r P,V.? 1 ^ofthe Superintsntlent. Access less than the minimum charge for the class of user 
he sampling facilities shall be granted, at all times served. 

? e whSr e = nntendent ' . f ® c - 24 ' 28 - Metering of Sewage. 

?Q.irAei«f^°^ er k S °P® rat,ons h ?ve security The City may require a person to install and maintain 

n f0 i^ c f wh,ch re P uire proper identification at his own expense an approved device to measure 
l clearance before entry onto said owner’s property directly the volumes of wastes discharaed to the SnH"mainTaio"o V/ o« av ' l ''V? lun ^ , ^ ria " a 9 reeioenact 

;f a £|5“s?~ asssiffl 

n the City shall be permitted to enter, without delay, installation and no such service, once installed shall 92 ‘- 

n 2SE? 56 °L obs ® rv,n 9 ? r monitoring of wastes removed without the City’s approval, 
lg discharged at a given point or points Sec. 24-29. Reserved 

hat owner or owners shall install suitable control Article VI. User Charges 

iholes outside of the security area or areas, which Sec. 24-30. User Volume Charges. 

nlreilHSi w ‘ be Immediate| y available to The water usage schedule upon which charges 1 

personnel. services rendered by the Sewer Utility shall be bas 

roes Analysis Procedures and on water^consumption unless otherwise metered or oeen delivered bv the Customs To 

ajoratory procedures used in the examination of clarifications IndTh^folfovIing ch^rges^^'SenSs hereunde^a'yoad^is' ch f r 9 e ! 
istrial wastes shall be those set forth in ’’Standard for each such classification: I s def,nad as 5000 Qallons of tank 

hods or Guidelines Establishing Test Proce- Service Charge (cents per 100 cu ft) 

>s T or.Analysis or Pollutants,” as set forth in the Class of User, Domestic; Manufacturing Treatment 
Charoeftn K ations 40 CFR 136 * ^ ^ Conveyance, Collec^on ^illina iage! 

Item%fi e mi?hn?it r ?«r• i .. 13.01. Capital12.84; 10.33. Pretreatment Adminis- 

Iternate methods for certain analyses of industrial tration -0-; 2.50. Total User Charge 53.32; 46.36 
[V b® used subject to mutual agreement Sec. 24-31. User Minimum Charges. 

? e Superintendent and the User. In the In the event the monthly sewage service 

ispute between the Superintendent and the calculated in accordant ^<n«r . 

r as to the characteristics, strength, toxic nature or schedule in Sec. 24-30 < 


contract er_. OA u DDUO a , lv , 

the limitations imposed by this Chapter, the City she 
have the right to impose all charges, limitations and 
penalties applicable to any noncontract user bv the 
City. Each contract entered into by the City 
for ®9°ing rate classification shall 
provide that the contract customer shall agree to enact 
and maintain a Sewer Use Ordinance and User 
acceptable to the City and in 
the City’s obligations under Sec. 

. . —IC Law 92-500 as amended and 

gatec^thereunde^b^the U^.^nvironmental ^rotec- 
3§- n 92 A #-I? C a y nd an 3 d 5-9 4 3°5-T3 R 35 ‘ 9 ° 5 - 8 ' 35 ' 928 ' 1 a " d 
Sec. 24-34. Bulk Waste Charges. 

Industrial - For all industrial waste suitable for 
disposal directly through the plant digesters which has 
ered by the Customer to City's plant - 
ir load. For purposes of computing charges 
„„ -- ■ a load is defined as 5000 gallons of ti ' 
capacity or fraction thereof. 
t Domestic - For all domestic waste delivered to plant 
per load. For 
a load is 


by customer's truck or 


purposes of computing charges hereunder, 
thereof aS aallons of tank capacity o 


Sec. 24-35. Annual Review of Service Charges 
.u Pr A?. r t ?,M a . y 1 of ® ach year - ’be General Auditor of 
'he City Utilities and an independent certified public 

“—' —‘-'- - fnr that ™,.hail dT.i a 


ui^poi 




nt service charges Wssbq; 


-- — used subject , 

y ® e , n ’be Superintendent and um mow. m ute "< ura cvciu mu murnriiy sewage service char 
.1? pu l e between the Superintendent and the calculated in accordance with the water consumptL 
as to the characteristics, strength, toxic nature or schedule in Sec. 24-30 does not exceed the minimum a£™,nian't" '^ioAIh 1 oenoem certiriep public 
j particulars of the sample taken and analyzed by monthly charge for each class of us£ as set forth to^he Rnard^P p^l w^vl purpose s . hal1 su b™’ 
y ty either party may request that the sample in thereafter useFshall pay said minimum monthl7charqe cafoiTated ^ l0 rn V y°« ks a com P ar ' s °Q °» 'be 

M 1 ^rhar a n n o a J 1 ?h^ih ya ™'V, all >' acc ® ptab lereferee in lieu of the charge y calculated based on wate? suspended Sids'^nd nhnsnhnn 0f ,S9P' 
se charges shall be paid by the party requesting usage, as follows: ™3,? d - ph< :? p b 0 / us P er ' ,ear w |,h ,h “ 

T a h de b h y ,h !, Ci 'y, at 'be Water Meter Size Minimum Monthly Charge shall dSine Xte 
iest of the User, shall be charged to the User % - %” $ 2 66 S on^ e :^ er th ® curre I ,t i« 

)rding to the Utility’s standard work order billing 1 - 1V2” * 9 40 Tho 6 qi i a e °L should be changed. 1 

;edure. All such analyses shall be bindina n 2” iq 17 The methodology utilized in developing this cost lu 

rmining strength-of-waste surcharges and other 3” 38 52 i n H- UCle f : h w • NlojuJ 

e_rs_dependent upon the character and concen- 4” 6A04 ’’ A s y a 'em including the distribution of the cost.ef iu ^|uo, 

__ 177.87 JSf’e'Jon and maintenance of the treatment works of , l ,4 

w ?>t Burj » ng n n n wTOr eg' 'beWPC Utility to each user class in proportion to such .iff' * 
■tuetsXsje«esiajo|s/(i!oemoiuisdB|)osi co , r ” rlb V"on 'o the total waste loading of the 5 - 

o) X|ddB him ss6jbmo peuoiiueiuejoje eq i i r ®S'2 1 ®. n ' w0 ,r k s. Factors such as strength, volume, paal ®;» 
UBig jsBjbi eoiAtes jeMes b joj quijed dsi, de 'very flow characteristics shall be considered I, 
(O0'06$) sjBiiop Ateuiu jo ee| b pu? ?'l d '2 clud ® d as "?e basis for the user's contributirai to 

“ b i‘5S l !“,12 , f J J.. d8 .Lf?V® s 8 mZ?fi?,ii2 P °i'i 0 ?fi,l s ilib u ji 0 " ?! operation and ,d ^| 
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1 Apedojd ueeq ic 


i TLjj-— ,T , JT" uiiaiauiansncs s 
and included as the basis for the us~. 
II— = |», jomas a lns V r ? a proportional distribution oi 

H xp tepads b joj quued dB) j8a 2ia^ ,enance and replacement cosl 
-2 Total annual s< 

I collected from each muiviu 
deemed sufficient if said cl 


, j qou) --, 

(00'06$) sjB||op Aieuiu ic o „ . _ . , 

pjBpuejs B JO) Iiuued dBi J9M9S qos8 jc „„T, 2 T°' al , annual service charges and surcharges iif 
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operation and maintenance ot the treatment works of 
the WPC Utility to each user class in proportion to such 
user's contribution to the total waste loading of the 
treatment works. Factors such as strength, volume, 
and delivery flow characteristics shall be considered 
and included as the basis for the user's contribution to 
insure a proportional distribution of operation and 
maintenance and replacement costs to each user 

-2 Total annual service charges and surcharges 
collected from each individual user class shall be 

deemed sufficient if - ' * ' 

during the prior operatii 

offset the cost of all trboi...=...-... 

maintenance provided by the Utility, including cost of 
management, system repair and replacement, debt 


__..„;ging wastes mto the sewerage 

system shall be subject to a strength-of-wastes 
surcharge, in addition to other sewage service charges 
imposed by this ordinance, based on the following 
minimum strength characteristics to the extent that 
such wastes are in concentrations greater than: 

-1 Biochemical oxygen demand of 300 milligrams 

P9 -2 Chemical oxygen demand of 600 milligrams per 
-3 Suspended solids content of 300 milligrams per 


$90.00 pe 


-4 Phosphorus content of 10 milligrams per liter. 

Sec. 24-37. Computation of Surcharge. 

The surcharge shall be determined as follows: 

The excess pounds of BOD or COD (whichever 
results in the higher charge) suspended solids, and 
phosphorus will each be computed by first multiplying 
the user's billing sewage volume measured in units of 
100 cubic feet for the current billing period by the 
factor 0.0062321 and then multiplying this product by 
the difference between (a) the concentrations 
measured in milligrams per liter of the BOD (or COD), 
suspended solids, and phosphorus respectively In the 
user's sewage and (b) the allowed concentrations set 
out in Section 24-36. The surcharge for each 
constituent will then be determined by multiplying the 
excess pounds of each constituent by the appropriate 
rate of surcharge set out in Section 24-33-4. In the 
event COD measurement is used, as hereinbefore 
provided, 50 % of the excess pounds measured will be 
used to compute the equivalent BOD charge. 

Sec. 24-38. Waste Evaluation Charges 

All users discharging wastes into the system 
requiring continuing surveillance sampling and waste 
evaluation shall be subject to a monthly fixed charge to 

-r the costs of such services in the amount of 

30 per discharge point, 
ic. 24-39. Revision of Rates of Surcharge, 
i-rior to May 1 of each year, the General Auditor of 
the City Utilities and an independent certified public 
accountant employed for that purpose shall submit 
to the Board of Public Works a comparison of the 
calculated unit costs for removing BOD, suspended 
solids, and phosphorus from the Sewage Treatment 
Plant influent during the previous calendar year with 
the unit charges currently in effect in order that the 
Board may determine whether the current rates of 
surcharge are adequate or should be changed and 
request legislative enactment of said changes by the 
Common Council. 

Article VIII. Billing of Service Charges 

Sec. 24-40. Billing Period. 

-1 Charges for sewerage service shall be computed 
and billed by the General Office of the City Utilities. Bills 
e rendered approximately monthly, unless 


billings, or is otherwise required to adjust billing 

-2 Billings for sewerage service shall be rendered 
with and snail be due and payable on the same due 
date as billings for water service to the same 
premises, if any, and if none, then within such billing 
cycle as the Utility may determine. 

Sec. 24-41. Liability for Payment. 

-1 Charges for sewerage service shall be billed to the 
person being billed for water service, if any, unless by 
contract with the Utility, another person assumes 
responsibility for payment. Notwithstanding billing to, 
and assumption of responsibility by any person, 
charges for sewerage service shall remain the 
responsibility of the owner of the real estate, who shall 
ho'd the Utility harmless from any Icfes occasioned by 
the delinquency of the person billed, including all 
penalties, recording fees, attorney's fees, interest and 

C °-2 The owner ofthe real estate shall have the right to 
examine the Utility's records of billing and collection to 
ascertain whether such charges have been paid, and 
the amount thereof. 

-3 Nothing herein contained shall permit the owner, 
or any person other than the person being billed, to 
inspect, examine or otherwise obtain confidential 
information including the income, employment, 
finances, or social security number of the person being 


_,_...all extend to and cover any a- 

premises hereafter served, without hearing or notice. If 
the first billing to a new user covers a period other than 
a full billing month, then the charges for sewerage 
service for such billing shall be made in accordance 
with standard practice employed by the City's Water 
Utility. 

Sec. 24-43. City Subject to Charges. 

For sewerage service rendered to the City, or any 
department, structure or property, thereof, the City 
shall be subject to the same rates and charges 
herein established for other persons, or to rates and 
charges established in harmony herewith. 

Sec. 24-44. Consolidation of Accounts. 

Where an industrial, commercial or other non-resi- 
dentlal enterprise is operating in a unified manufactur- 


water through twoor more meters, upon application by 
the owner or his authorized agent, a consolidation of 
the water meter readings may be made for the purpose 
of calculating the sewerage service charge. 

Sec. 24-45. Notice of Capital Surcharge. 

The City Clerk shall certify a copy of Special 
Ordinance No. S-233-81, enacted October 28, 1981, 
and all am endments thereto, heretofore or hereafter ( 


a constructive n 


curchasers of real property in Adams Township and St. 
Joseph Township that a capital surcharge may nbe 
mposed upon properties connected to, or to h» 
connected to r E .' * ' 


ity Utility Sewerage System, in 

---townships formerly served by 

sewerage systems purchased or otherwise acquired 
cy the City Utility. 

Article IX. Delinquent Accounts 
Sec. 24-46. How Delinquencies Arise. 

Charges for sewerage service levied pursuant to this 
Chapter shall be due and payable on or before the due 


ecording fees, service charges, attorney r s fees, 
nterest and court costs, if any, in accordance with this 
chapter and with Indiana Code Sections 36-9-23-31 
hrough 36-9-23-34. A penalty of ten percent 
(10%) of the amount of the charges for sewerage 
service shall be attached to the delinquent charges. 

Sec. 24-47. Collection Through Shutting Off Water 
service. 

Where the property having a delinquent account for 
sharges for sewerage service is served by the City's 
Water Utility, the Utility may, after reasonable notice to 
he person being billed, as provided by the Rules and 
Regulations of The Utility adopted by the Board of 
Works, shut off water service to the property. Water 
service shall not be restored until the delinquent 
tccount, together with the costs of turning off and 
urning on the water, shall have been paid. 

Sec. 24-48. Collection Through Teminating Sewer 
Service. 

In addition to all other remedies provided, the Utility 
nay, after reasonable notice to the person being billed, 
ts provided by the Rules and Regulations of 
he Utility adopted by the Board of Works, terminate 
sewerage service to the property. Sewerage service 
shall not be restored until the delinquent account, 
ogether with the costs of terminating and reconnect- 


ng the sewer service, shall have been paid. 

Sec. 24.49 List of Delinquent Fees and Penalties - 
fax Duplicates - Collection. 

Delinquent charges for sewerage services, and 
ipplied penalties, recording fees, and service charges 
nay be made a lien upon the property and may be 
sollected in accordance with the provisions of Indiana 
3ode 36-9-23-32 and 36-9-23-33. 

Sec. 24-50. Collection Through Court Actions. 

In addition to the foregoing remedies, the Utility may 
ecover the amount of the charges for sewerage 
iervices, penalty, and a reasonable attorney’s fee in 
i civil action, and may foreclose r ll ™ 1 >— 

his Chapter in accordance i 
S6-9-23-34. 

Sec. 24-51. Reserved. 

Article X. Accounting for Sewerage Service 
Charges 

. 24-52. The City Controller shall establish and 

' “ *- - -r charges and surcharges 

— -- rate schedule instituted 

lerein, accounts for the Sewage Works Improvement 
■und as required by prior ordinances relating to the 
ssuance ol sewage works revenue bonds now 
>utstanding and further in accordance with the laws of 
he State of Indiana relative to the deposit and ! 


i Indiana Code 




Jisbusement of public funds. 

Sec. 24-53. Severability. 

-1 The invalidity of any section, sentence, clause, 
laragraph, part or provision of this Ordinance shall not 
iffect the validity of any other section, sentence, 
;lause, paragraph, part or provision of this Ordinance 
vhich can be given meaning without such invalid part 

-2 All Ordinances or parts of Ordinances and 
lections of the Municipal Code of the City of Fort 
Wayne of 1974 in conflict herewith are hereby 
epealed. 

-3 That this Ordinance shall be In full force and effect 
rom and after its passage, any and all necessary 
ipproval by the Mayor and due legal publication 

Thomas C. Henry 
COUNCIL MEMBER 

Read the third time in full and on motion by Henry, 
leconded by Redd, and duly adopted, placed on its 
tassage. PASSED by the following vote: Ayes: Seven, 
Jradbury, Eisbart, GiaQuinta, Henry, Redd, Stier, 
alarico. Nays: Two, Burns, Schmidt. Date: 7-24-84, 
Sandra E. Kennedy, City Clerk 

Passed and adopted by the Common Council of the 
3ity of Fort Wayne, Indiana, as General Ordinance No. 
3-17-84 on the 24th day of July, 1984. 

ATTEST: Sandra E. Kennedy, City Clerk 

Ben A. Eisbart, Presiding Officer. 

Presented by me to the Mayor of the City of Fort 
Wayne, Indiana, on the 25th day of July, 1984, at the 
lour of 11:30 A.M., ES.T. 

Sandra E. Kennedy, City Clerk. 

Approved and signed by me this 26th day of July, 
1984. at the hour of3:00 o'clock P.M., E.S.T. 

Win Moses, Jr., Mayor 

t, the Clerk of the City of Fort Wayne, Indiana do 
lereby certify that the above and foregoing is a full, 
rue and complete copy of General Ordinance No. 
3-17-84. passed by the Common Council on the 24th 
lay of July, 1984, and that said Ordinance was duly 
Igned and approved by the Mayor on the 25th day of 
luly, 1984, and now remains on file and on record in my 

WITNESS my hand, and the official seal of theCity of 
: ort Wayne, Indiana, this 25th day of July, 1984. 

SANDRA E. KENNEDY, ~ 


EDY, CITY CLERK 
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Form PrescribetPbv Stale Board of Accounts 


T„. JOUR.!NAL : GAZETTF. 
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FORT WA YNE, INDIANA 

PUBLISHER’S CLAIM 


Port Wayne Common Council 

(Governmental Unit) 

Allen. .County, IN 


LINE COUNT 

Display Matter (Must not exceed two actual lines, neither of which shall total more than four solid lines 
of the type in which the body of the advertisement is set) - number of equivalent lines 


number of lines 


Tail number of lines 


Total number of lines in notice 


3 


207 

1 


211 


COMPUTION OF CHARGES 

..?M.lines. 2 .columns wide equals . 422 .^ a , .... 230$ $ . 9 7.0 6 

cents per line 

48.53 

Additional charge for notices containing rule or tabular work (50 per cent of above amount) 

Charge for extra proofs of publication (50 cents for each proof in excess of two) 3 extra .1 ® 

TOTAL AMOUNT OF CLAIM , 147.09 

DATA FOR COMPUTING COST 


Width of single column 9.6 pica 


Size of type 


6 




Number of insertic 


1 


Size of quad upon which type is i 


6 . 


Pursuant •he provision and penalties of Ch. 89., Acts 1967. 


I hereby certify that the 


just and correct, that the amount claimed is legally due, after allowing all just credits, and that no part of the same 


June 29 I9 84 


Title .CLERK 























































Fort Wayne Common Council 


....MW;SENTINEL... 


P.0. BOX 100 
r.WAYNE,.INDIANA.... 


PUBLISHER’S CLAIM 


LINE COUNT 


3jn)iujnj umbi 
soipueo 
siooi uapjeo 

SBiBid Jaded 

sjbBubh osisBid 


VH/S3dVM3SnOH 


sped®® 1 ** 
dn°'0 

’ sU»® 8 £«- 

,, sW'** 

Z skoi.i^ 


L. 





422 


Me or tabular work (50 per cent of above amount) 
cents for each proof in excess of two) 3 extra 


at $ 9 7 .0 6 

48.53 


....1,50 


Size of quad upon which type is east. 




appeared before me, a notary public in and for said c 

Drusilla Roose 




NEWS-SENTIN EL 
DAILY 


....f.QRT..wayne,indiana.... 


a said paper for.?££... ti 






6/29/84 


. 
















































Fort Wayne Common Council 


...MW-SENTINEL..., 


P.O. BOX 100 

E, IN DIANA . 


PUBLISHER’S CLAIM 


LINE COUNT 























































General Form No. 99P (Rev. 1967) 


Form Prescribed by State Board of Accounts 

Fort Wayne Common Council 

(Governmental Unit) 

.ALlen...County, IN 


To . NEW-SENTINEL . d,. 

P.O. BOX 100 

.FORT WAYNE, INDIANA. 


PUBLISHER’S CLAIM 


Display Matter (Must not exceed two actual lines, neither of which shall total more tl 
of the type in which the body of the advertisement is set) - number of equival 


Head number of lii 


Tail number of lines 


Total number of lines 


3 

207 


1 

211 


COMPUTION OF CHARGES 

211 




....columns wide eo 


422 


at lines a, ..•..230^... 


Additional charge for notices containing rule or tabular work (50 per cent of above amount) 
Charge for extra proofs of publication (50 cents for each proof in excess of two) 3 6XtT3 

TOTAL AMOUNT OF CLAIM 


, 97.06 
48.53 
. 1 . 5 0 

147.09 


DATA FOR COMPUTING COST 


Width of single column 9.6 picas 

1 


Size of quad upon which type is cast... 


the provision and penalties of Ch. 89., Acts 1967. 

just and correct, that the at 


I hereby certify that the foregoing 
has been paid. 





f n r Y* ■ \ 


si-iiqs-i • sjaua 
si;ns uhms 
sijoiis 

SJd)B 3 MS 
sueap 
suns odz'ade 

xos ssaja 
jaMjapun sauBH 
siued 


IdBQ SAGS 


9JBMSSBI0 

6u|^ooh JOipuv 

sjai|0)!d eai paoj 


it claimed is legally due, after allowing all just credits, and that no part of the same 

. 


Title .. 


CLERK 


PUBUSHER’S AFFIDAVIT 


d before me, a notary public 

..Drusilla Roose 


... who, being duly sworn, says 
.of the 


it NEWM ENTINEL.. 
DAILY 


.newspaper of general circulation printed and 

language in thecity o{ .FORT.WAYNE,.INDIANA. 


d county aforesaid, and that the printed 

one time 























































